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PREFACE 



Governors have been the play toy of inventors for over a 

I century, and have been the hobby of mathematicians for over 

I thirty years. In spite of these facts, the knowledge of gover- 

I nors and of governing among both designing and operating 

I engineers is very incomplete. There are several reasons for 

fthis condition. One of them is that governors do not cover 

» wide enough field to warrant a separate course in any engineer- 

' ing school. Instruction in governors is given in a scattered 

fashion. In courses in steam engineering, governors for steam 

en^ncs and turbines are taken up. In courses on hydraulic 

motors, some time is spent on governors and governing ; and 

the same is true of governors for internal combustion engines. 

Textbooks on prime movers reveal the same condition of affairs. 

Everywhere that which is apparent on the surface is reprinted, 

but nowhere (with very few exceptions) does the investigation 

go below the surface. 

L The present book aims to fill this gap. As far as I am aware, 

■there exists to-day no other book of any consequence on gov- 

■^ernors and governing in the English language. There are books 

in French, German, and Swedish, but they are of little use to 

English-speaking engineers. 

w The present volume is a book of essentials and principles. 

tPractice changes ; there are fashions in engineering almost 

fas changeable as those in women's clothes ; but engineering 

principles do not change. For that reason, I have tried to dig 

out that which is essential, and to present it in such a manner 

that the reader is put in a position to judge existing and future 

types of governors as well as the properties of prime movers 

with regard to regulation. In consequence, the book contains 

not a single catalogue picture. Every drawing was especially 

prepared to show in a diagrammatic manner that which is 

important, with the intentional omission of everything else. 

The book contains more than I give my students in the 
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classroom. Students, as a rule, do not know what their iife- 
work will be in later years. While in school, they can be given 
only the "meat of the essentials." They are, however, anxious 
to know of a source out of which they can fill the gaps which 
their necessarily brief instruction at school has left. Never- 
theless, the book by no means covers the whole subject of 
governing of prime movers. Many extremely interesting sub- 
jects were omitted, for two reasons : First, it was necessary 
to keep the price of the book within such limits as not to make 
its purchase a burden. Second, it was desirable to restrict the 
mathematical side of the book to a level which imdergraduates 
can master, so that the reader may be spared the troubles of 
intellectual indigestion. 

It is, however, planned to follow this book, later on, with 
another one on the subjects of " dynamics and design of modern 
governors for prime movers," which will be primarily intended 
for those engineers who make governors and governing a life 
study. In that book many subjects can be taken up which are 
clearly beyond the limits of the present volume. The foot- 
notes referring back to the preface indicate some of the subjects 
which are to be taken up in that volume. In addition, the 
other book will take up the effect of water inertia in hydraulic 
turbines and the governing of prime movers driving alternators 
in parallel. The present book was started in the spring of 
1913. Lack of spare time and necessity for original work in 
the preparation of this book have delayed its completion until 
now. By the term "original work" I mean that practically 
all of the theories advanced by me were tried out practically. 
Some of the tests were made in the Mechanical Eftgineering 
Laboratory of the Carnegie Institute of Technology, but most 
of the trials were made in the field, in the attempt to help those 
who had trouble with regulation. 

College graduates will have no trouble with the mathe- 
matical part. Operating engineers who have not had the good 
fortune of college training should likewise have no trouble, if 
they turn to the elementary derivations given in the appendix. 
By comparison, they will realize that the differential calculus 
is a wonderful short-cut. 
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Like other books dealing with a specialty of applied me- 
cKanics, the present book must contain, for some readers, 
much that is known, and must occasionally pass over the 
heads of others. It is impossible to pitch the scale right for 
everybody. 

The bookmark, containing all symbols, will, I hope, be of 
assistance. 

For those who wish to go more deeply into the subject of 
governing, and who have library facilities, the bibliography 
will be valuable. It was prepared by the Carnegie Library of 
Pittsburgh. The librarians worked faithfully on this task. I 
herewith thank them for their cooperation. 

W. Trinks 

PmrsBUROH, May, 1919. 
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GOVERNOES 

AND THE 

GOVERNING OF PRIME MOVERS 

INTRODUCTION 

The title of the present book, viz. " Governors, and the 
Governing of Prime Movers," clearly indicates that the study 
of governing comprises two 
distinct parts, one being a 
treatment of the governor as 

I a, mechanism, and the other 
|)eing an investigation of the 
Interaction between the 
governor and the prime 
mover. 
' That this division is not 
only logical but is also 
historical will be realized 
from a brief reciting of the 
history of governing for con- 
stant speed. In the his- 
torical sketch which now 
follows, many of the dates . 
are approximate only ; they 

Ijnust necessarily be so, be- 
leause the development of 
feorrect engineering princi- , 
nies and the adoption of 
improved apparatus are very 
Uow processes. Besides, the periods of development overlap 
in different countries. 

Early mechanical engineers, that is to say the builders of 
water wheels, wind mills, and steam engines, studied governors 
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xvi INTUODUCTION 

as separate mechanisms and developed their theories with 
utter disregard of the reciprocal action of governor and prime 
mover. This condition existed, with very few exceptions, 
from the time of James Watt (who invented the centrifugal 
governor in the year 1784) to almost 18S0. The Watt governor 
(Fig. 1) adjusts for higher and higher rotative speeds as the 
revolving balls move away from the axis of revolution. As 
might be expected, this property of the governor was con- 
sidered a drawback, but not until the middle of the nineteenth 
century were any steps taken to remedy the defect. The 
search for the isochronous, or " astatic " governor, which 
would regulate for the same speed at all loads, began. Thus 
we find the "parabolic governor" which, when operated on 
a test block, is truly isochronous, introduced about 1850. For 
the same purpose governors with crossed arms were invented 
from 1860 to 1870 by different engineers (Kley, Farcot, Head) 
in different countries. With the same end in view, the high 
speed governor of Porter, Proell's inverted governor, and the 
oblong weight "Cosine" governor appeared in the two decades 
from 1860 to 1880. The same period gave birth to many other 
forms of governors, for instance the dynamometric (or load-) 
tjT)es (see Chapter X), which attempted to adjust the supply 
of energy directly by means of the demand for it. 

All of these types of governor have disappeared for reasons 
explained in Chapter X. A new period dawned from about 
1870 to about 1882, when governors were extensively applied 
to horizontal shafts (Porter's marine governor, Hartnell's 
crankshaft governor). Gravity could not, in these adaptations, 
furnish the controlling centripetal force, and springs had to 
be employed. The action of spring-loaded governors was so 
superior to that of weight-loaded governors that inventors 
placed many new types of spring-loaded governors on the 
market from 1880 to 1895 (about). The term "inventors" 
is used purposely instead of "engineers," because the vast 
majority of the designs of that period reveal inventive ability 
rather than good engineering judgment. From about 1890 
on, the influence of electrical power generation helped to 
perfect mechanical governors in the same measure in which 
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' it has helped to perfect all types of mechanical equipment of 
power plants. 

While inventors were busy bringing out new types of 
governors, usually without any knowledge of the mutual 
relations between prime mover and governor, these very rela- 
tions were studied by two widely different types of men, namely 
the operating engineer, and the mathematician. The former 
found that the wonderful "isochronous" governors, such as 
the parabolic governor, the cosine governor, and many others, 
were worthless because they caused perpetual hunting and 
racing. Oil gag-pots were found to be necessary ; and fre- 
quently stabilizing springs were concealed in them ; but with 
all this practical progress, the theoretical foundation or proof 
for the exasperating behavior remained unknown to engineers, 
or else was not understood by them. 

I At the other end of the line, mathematicians studied the 
interaction between governor and prime mover. Starting 
about 1840 with the regulation of astronomical telescopes, 
British and French scientists gradually extended their investi- 
gations to the governing of prime movers. But their researches 
were of no benefit to the practical engineer, because they were 
published in the proceedings of astronomical or philosophic 
Societies. More attention was paid to the very ingenious 
theoretical solution of the governing problem by the Russian 
engineer- Wischnegradsky, which was published in 1876 and 
1877 in Russian, French, and German, .Although his publica- 
tions are the foundation upon which modern theories of govern- 
ing are built, they were scoffed at by engineers, partly because 
I they failed to explain some of the plainly visible phenomena of 
regulation, and partly because they were clad in very raathe- 
luatical form. Wischnegradsky "s work, unfortunately, was 
ipven very Uttle or no appreciation in English-speaking countries. 
From about 1890 to the outbreak of the European war, 
French and German engineering literature (including Switzer- 
land and Austria) have been very active on the mutual relations 
between governor and prime mover, while British and 
American engineers either took no interest in the theoretical 
^H: development, or else were too busily engaged with practical 
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experimenting to pay attention to theory-. Of course there 
are exceptions, the most prominent of which is the large 
number of American contributions to the development of the 
theory of the action of long pipe lines on the governing of 
hydraulic turbines. 

Even to-day, the subject of governing, that is to say, the 
interaction between the governor and prime mover, is very 
little understood by engineers. In the 1905 edition of the 
widely used English book on Dynamics by Routh, this state- 
ment is made: "The defect of a governor is, therefore, that 
it acts too quickly, and thus produces considerable oscilla- 
tions of speed in the engine." A similar statement was made 
by Swinburne, the well-known English engineer, in "Indus- 
tries," 1890. As a matter of fact, the principal progress in 
the improvement of regulation has consisted in making gov- 
ernors act more quickly. It is evident that there is need for 
clearing up this subject, if even the best of us can go astray 
on it. In consequence, considerable emphasis is placed on the 
problem of governing in the present book. 

To-day the theories of governors as mecbanisma and of 
governing have reached a certain stage of development beyond 
which it is scarcely necessary to go, for practical purposes. 
However, we must admit that present theory is by no means 
complete ; on the contrary, it is far from it. But additional 
information can only be gained by a combination of experi- 
ment and mathematics which is at present beyond the reach 
of most practical engineers. 
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1. Purpose of Governors. — Governors are used to auto- 
matically adapt the output of prime movers to the demand. 

Governors are superfluous, whenever the torque resisting 
the motion of a prime mover increases considerably with the 
speed and depends solely upon the speed. This is the case in 
marine service, where the resistance grows approximately as 
the square of the speed, and in locomotive service. It is also 
the case in some classes of pumping machinery. If the resist- 
ing torque grows with the speed, and is not subject to varia- 
tions except those caused by the speed of the prime mover, 
then the supply of energy can be adjusted by hand, because 

■e can be only one speed for a given supply of energy. 
:and adjustment is usually practiced in the cases mentioned, 
■which means that under such circumstances the purpose of 
the governor is narrowed down to that of a safety speed-limit 
which prevents running away of the engine or turbine, if the 
resisting torque should be suddenly removed. If, however, 
the torque is repeatedly removed, as it occurs, when the pro- 
peller comes near the surface in a high sea, the governor ap- 

laches the more normal type mentioned below under (1), 

Usually some factor in the operation of the j)rinie mover 
to be kept constant, or nearly constant, wliile other factors 
Thus we find : 

(1) Constant speed, variable torque. 

(2) Constant (average per revolution) torque, variable 

(3) Constant quantity of one factor of the output, with 
iriation of both speed and torque. 

As examples of heading ( 1 ) may be cited engines or turbines 
pperating electric generators, driving hneshafts, etc. In elec- 
■^cal power transmis.sion, turning hghts on or off, switching 
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motors on and off, etc., varies the resisting torque, while the 
reqxiirements of constant number of cycles and of constant 
voltage necessitate keeping the speed of the prime mover 
constant. Under (2) come pumping machines maintaining a 
constant pressure, but varying the output by adjustment of 
rotary speed. An example is found in air compressors supply- 
ing air to tools in mines. In spite of variable demand for air, 
the pressure must be kept constant. Under (3) come centrif- 
ugal pumping machines maintaining a constant flow of fluid 
against a variable pressure. The relation between pressure, 
speed, and torque is determined in this case by the character- 
istics of the prime mover and of the pump. 

It is evident that purposes differing as widely as those men- 
tioned under the three headings require different types of 
governing devices. 

2. Forces Used in Governing. — Every governor per- 
forms two separate functions, namely : 

(a) that of measuring the quantity which it is to keep 
practically constant, 

(6) that of varying the supply of energy to the prime mover 
80 that the just mentioned quantity is kept constant. 

A governor, then, is both a measuring device and a motor. 
In conformity with the purposes mentioned in the preceding 
paragraph, governors measure 

(1) angular velocity 

(2) the intensity factor generated by the machine which 

is driven by the prime mover 

(3) the extensity factor of this energy. 

Under beading (2) come pressure and electromotive force. 
Under heading (3) come rate of flow and electric current. 

In the evolution of the art of governing, many principles 
have been used, but one by one they were discarded (see 
Chapter X), until to-day practically one principle is left, namely 
this : A force is produced by the quantity to be measured ; 
it is balanced by an external known force such as is derived 
from springs or weights. Any change in the quantity to be 
measured unbalances the system. As soon as the unbalanced 
force is strong enough to overcome resistance, it constitutes 
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the motive force for adjusting the supply of energy. The 
principle in question has been pronounced defective and faulty, 
because, to cause the governor to act, it necessitates a change 
in the quantity to be kept constant. However, the change 
can be made exceedingly small ; and the principle has the very 
great advantage that governing is accomplished regardless of 
the source of the disturbance. This important theorem will 
be fully explained later on. 

If the just mentioned force acts directly on the mechanism 
which adjusts the supply of energy, the governor is said to be 
direct acting, or to be a "direct control" governor. 

If the unbalanced force is too feeble to overcome the re- 
sistance of the energy controlling mechanism, it becomes 
necessary to call upon an auxiliary energy for motive power, 
which energy is released and controlled by the unbalanced 
governor force. If this is done, the governor is called a relay 
governor. Motor forces used in relay governing are most 
varied. The principal ones among them are : 

(1) Mechanical force derived from the motion of the prime 
[ mover. 

(2) Fluid pressure acting on a piston. 

(3) Electromagnetic attraction. 
All governors of the present period have certain general 

features in common, such as strength, work capacity, detention 
by friction, behavior in overcoming a passive resistance, prompts 
ness, resistibility and others. While, for that reason, it might 
be logical to discuss these properties in a general way, a different 
course will be followed for the sake of clearness. More than 
90% of the total number of governors in operation are of the 
centrifugal type, so that it seems advisable to develop the 
general properties of governors with particular reference to 
^_ the centrifugal governor. Transfer of the conclusions to other 
^K types of governors will not be difficult, once the theory of the 
^^B centrifugal governor is clearly understood. 
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CHAPTER II 
THE DIRECT-CONTROL GOVERNOR AS A MOTOR 

1. Strength of Centrifugal Governors, — When acting 
8 a motor (that is, when shifting the power controlling mechan- 
im to a new position), the governor does work. The latter 



Spring balance ^ 

-Indicates StrentjTh P 




Sleeve or collar. 



can be expressed as force times distance or as moment times 1 
angle. As will be explained later on, the force or moment usedfl 
in the act of regulating are functions of that force P (or moment 4 
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THE DIRECT-CONTROL GOVERNOR AS A MOTOR 5 

MP) which are required to move the governor, when not 
rotating, agamst centripetal force. 

The place of action of this force (resp. moment) is shown 
in Figs. 2 and 4 ; the former represents a spindle type of 
governor which shifts the power controlling mechanism by 
up and down 
motion of the 
sleeve or collar 
0) ; Fig. 4 rep- 
resents a shaft 
governor which 
controls the 
supply of energy 
by shifting the 
center of the 
eccentric along 
the arc {iy{2). 
The strength P 
can be determined experimentally by lifting up the sleeve of 
the governor and reading the force on a spring balance, as 
sketched in Fig. 2. The true strength is obtained, if friction 
is eliminated by vibration, for instance by rapping the 
governor with a wooden hammer. In German treatises on 
governors and in translations of such treatises the force P of 
the not-rotating governor is called the ** energy" of the 
governor. This term is obviously misleading. It has been 
replaced in the present book by the term ** strength." 

The " strength" of the governor is closely related to that 
radial or centrifugal force 2C, Fig. 2, which is necessary to 
balance the frictionless governor, or to keep the governor 
sleeve floating. Let ds be a small displacement of the sleeve 
(say 3% of the total working travel of the sleeve), then the 
rigidity of the mechanism results in a radial displacement dr 
of the centrifugal weights. The graphical construction of dr 
for a given value of ds is shown in Fig. 2. From the theory of 
virtual displacements, we have 



Fig. 3 



Pds = 2Cdr 



(1) 
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In equation (1), P is the strength of the governor, and C is 
that radial (and in Fig. 2 horizontal) force which, if applied 
at the mass center of each centrifugal weight, just balances P 
in the frictionless governor. If a spring balance were attached 

to each centrifugal 
weight, and if it were 
pulled radially outward, 
then it would indicate 
the force C (provided, of 
course, that the spring 
balance correctly indi- 
cates horizontal forces, 
and that friction is elimi- 
nated). In operation of 
the governor, the force 
C is furnished by radial 
inertia and is called cen- 
trifugal force. From 
equation (1) follows the 
important fact that the 
strength is proportional 
to the centrifugal force, so long as ds/dr remains constant.^ 

In the case of the shaft governor, there is no well-defined, 
constant direction for the action of the regulating force, so 
that the regulating force is replaced by a regulating moment. 
But the "strength moment" coincides with the moment exerted 
by the spring (spring moment). Hence there exists no reason 
for the use of the term "strength moment." In shaft governors 




Fig. 4 



* The relation between strength and centrifugal force can be illustrated by the 
aid of a simple example. In Fig. 3, let two weights W be suspended by masslesB 
rods as shown. Then the weights W can be kept from dropping either by two hori- 
zontal forces \C or by a vertical force P, From a triangle of forces \C = W; we 

P 
may also resolve P into two inclined forces P* ■ — f ; take moments about the 8U&- 

p 

pension point (7), then —7= l»Wl V^» or P « 2W. Hence C « P in this case. This 

v2 

result can be had directly from the principle of virtual displacements. Move the 
weights through the small distance dh^ then radial travel dr of force C and axial 
travel d» of force P are alike; hence P ^Cy since Pds == C dr. 
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Pthe centrifugal moment and the spring moment do not coin- 
eide, because there are many forces impressed upon the ec- 
tcentric. This feature is dealt with explicitly in the chapter 
Epn shaft governors. 

To exert its full strength, a centrifugal governor must 
slow down from its normal speed to a dead stop. In practice 
only very small speed fluctuations are allowed, so that only 
a small part of the strength can be exerted. To find this frac- 
tion, call u the normal angular velocity of the governor spindle, 
and du a small change of that angular velocity. From me- 
chanics it is well known that centrifugal force C = mr v?, 
where vi = mass of the revolving body, and r = radius to 
; center of that body. Corrections to this equation on 
iccount of oblong shape of revolving body are given in para^ 
■aph 4 of Chapter III. For symmetrical shapes, such as a 
phere or a cylinder, no correction is needed. Let the governor 
1)6 prevented from moving its sleeve, while the speed changes 
"■the amount du; then r remains constant ; and since m natu- 
rally is constant, C and u are the only variables. Hence the 
change of centrifugal force is by differentiation.' 

»dC = 2mrudu = 2mru' du/u = 2C du/u (2) 
This equation is true for infiuitesimally small changes of 
only, but is in practice accurate enough even for du = 10 % 
u. The following equation is then approximately correct: 
DC = 2 C Du/u (3) 

where Du/u is the relative speed change. Du is not an infinitesi- 
mal quantity, but a small fraction of u, of the magnitude which 
^^Jb usually allowed in practice. The governor was in internal 
^Kequilibrium before the speed change ; it is not in internal equihb- 
^K&im after the speed change. If the governor is frictionless, 
^*the radial force DC produces an axial force DP = DC dr/ds 
at the sleeve ; this force is known as the regulating force for 
the relative speed change Du/u. By substitution we obtain 



k 



DP=^C~- - = 2PDu/u (4) 

u ds 

(for 2 weights!) 

LU i;l(UneQlary derivation sec Appendix, p. 209. 
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From this equation it follows that the regulating foret 
proportional to the strength of the governor and to the rela- 
tive speed change. It c{|uals the product of 4C (where C is 
the centrifugal force of each of the two weiglits), Du/u (which 
Potation '^ *''^^ relative speed 

change) and dr/da 
(which is the ratio of 
radial travel of centrif- 
ugal weight and ,of 
axial travel of sleeve 
for a small displace- 
ment of the governor). 
To express this re- 
lation in figures, 
imagine a governor 
with a strength of 250 
pounds ; let the gov- 
ernor be in equilibrium 
at 300 revolutions per 
minute, and let the 
speed drop to 297 revo- 
lutions per minute. 
Then the governor wiU 
exert a force of 2 x .01 x 250 = 5 pounds on its collar tending 
toward a new equilibrium position. In this case the regulating 
force equals five pounds. 

It should be noted that the available regulating force 
becomes smaller as the governor approaches its new position. 
This feature will be explained in detail later on. 

The corresponding moment equation for shaft governors 
is never written, because the pulsating moments continually 
impressed upon a governor of that type upset any elementary 
theory which might be founded upon a " regidating moment." 
References to BiLliograpliy at end of bcM>k: 1, 24, 35, 36, 37, 63, 63, 73. 
2. Regulating Force Due to Tangential Inertia. — In 
Fig. 5 is shown an eccentric with center (i), mounted loose 
on a shaft the ccnttir of which is {3). Let the valve gear be 
BO arranged that clockwise relative rotation of the eccentrio 
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reduces the supply of power, and let the shaft rotate in the 
direction indicated by the arrow at the top of the illustration. 
The details of the valve gear are at present immaterial. A 
concrete example of variation of power by rotation of an 
eccentric is furnished by the well known "Buckeye" steam 
engine. If the demand for power is suddenly increased, an 
angular retardation, or negative angular acceleration a occurs, 
ithe magnitude of which depends upon the dimensions of the 
'prime mover, upon the change of load and upon the moment 
of inertia "J" of the rotating mass connected to the eccen- 
tric. If the latter does not rotate relatively to the shaft, a 
moment (a J) is exerted upon the eccentric, tending to rotate 
it. Regulating forces or moments caused by tangential inertia 
differ from tlwse produced by radial inertia (centrifugal force), 
ina.smuch as the latter has to wait for the speed to change 
before it becomes effective (see equation 3 on page 7), 
whereas tangential inertia becomes effective at the mstant 
when the change of load occurs. 
1 From this fact it might appear at first thought as if tan- 
l^gential inertia should be universally used for speed governing 
purposes. Many such attempts have been made ; but the 
survival of the fittest has eliminated most of them and has 
limited the application of tangential inertia almost entirely 
to shaft governors. The theoretical reasons underlying this 
decision of practice arc partly given in this chapter, and will 
partly be explained in paragraph 6 of Chapter VI and para- 
ph 3 of Chapter IX, because they depend upon the dynamics 
regulation. 

The principle of using tangential inertia as a regulating 
agent differs from the principle enunciated in paragraph 2 of 
Chapter I and forms the principal exception to that principle. 
It is discussed in the present place to show the difficulties 
which even the slightest departure from the general principle 
introduces. 

The governor shown in Fig. 5 is worthless, because it does 
not adjust any particular speed. It simply tries to keep con- 
stant the accidental speed at which the prime mover happens 
be operating. A prime mover provided with such a governor 
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could not be started, because the resulting acceleration would 
shut off the power, unless the inertia wheel were kept out of 
action by some other agency. Furthermore, the inertia wheel 
is inactive for very gradual changes of speed, because the 
acceleration "a" is then very small and usually insufficient 
to overcome friction resistance. With gradual change of load, 
the speed can thus rise or fall, until either equilibrium is at- 
tained by means other than the governing equipment, or else 
the prime mover is wrecked or stalled. 

These reasons make it necessary to combine tangential 
inertia (if it is to be used for governing purposes) with centrif- 
ugal force and, speaking in 
very general terms, to make 
the latter so strong that it 
I will compensate for the 
above mentioned shortcom- 
ings of tangential inertia. 
Such a combination may 
be effected either by the 
use of separate inertia and 
centrifugal masses, or by 
the use of a mass which 
serves both purposes. 

In illustrations 6 to 9 
both of these arrangements 
are shown. Figures 6 and 
7 show spindle governors; 
8 and 9 show shaft governors. The illustrations are purely 
diagrammatic and are intended to bring out principles only, 
with omission of all design details. In Figures 6 and 8 each 
mass is utilized for both radial and tangential inertia action; 
in Figures 7 and 9 separate masses are provided for the two 
effects. 

On mass (/) of Fig. 6 the action of tangential inertia is 
indicated for a sudden increase of speed (reduction of load); 
on mass (2) the action of centrifugal force is indicated. Evi- 
dently the two forces act in the same sense for the direction 
of rotation marked in the illustration. 
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From Fig. 8 it is plfiin that the action of centrifugal force 
on mass center (!) turns clockwise about suspension point (2), 
so that an increase of speed hkewise produces clockwise rota- 
tion. A study of the illustration also brings out the fact that 
' the indicated direction of rotation, tangential inertia acts 




in the same sense. Point (3) represents the center of the 
eccentric which operates the valve gear. 

In Fig. 7, (!) is an inertia ring, loosely mounted on the 
revolving spindle. (2) and (2) are the centrifugal masses 
which are guided radially by bell cranks (3). The two mass 
systems are connected by a pinion and two racks. In this type 
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of governor the complete separation of the two force systems 

is very distinct. 

In Fig. 9, {1) is the inertia mass, and {^) is the centrifugal 
mass. They swing about the 
points (4) and (5) which are 
fixed in the revolving wheel. 
Point (S) is again tlie center of 
the eccentric. In this type the 
two force actions are not en- 
tirely separated, because each 
mass is partly subjected to the 
not intended force. 

From page 9 we remember 
that the regulating moment is 
(a /) . This expression may 



be misconstrued into 
the belief that the 
moment could be in- 
creased to any 
desired amount by 
a corresponding 
increase of /. Such 
a conclusion would 
be wrong, because, 
as J grows, a be- 
comes less for a 
given change of load. 
For, as long as the 
wheel does not yet 
shift the eccentric, it 
acts the same as if it 
were keyed to the shaft, or as if it were part of the flywhed 
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Antl for a given change of load the rate of change of Bpeed is 
J the smaller, the greater tlie inertia of the flywheel. 

The arrangement of Fig. 8 is frequently used; for this 
I reason an expression will now be developed for the regulating 
■ moment produced by governors of this type. 

In the diagram (Fig. 10), (1) is the center of the rotating 
haft, (2) is the pivot about which the inertia weight with 
nass center (3) 
wings. Let the 
reystem start from 
rest with an angular 
Bceeleration a, and 
-let joint {^} be 
^inactive, that is 
^d. For conven- 
Jience of calculating. 
|the motion of the 
may be re- 
' solved iiito a curvi- 
linear translation of 
the mass center 
Erom (3) to (4). and ^^^ ^^ muoo 

into a rotation of 

he mass from (5) to (G) about its center (4). The total inertia 
Uoment must be the sum of the inertia moments due to transla- 
BJon and rotation. The moment about point (2) (which latter 
Kcomes point (G) at the end of the interval of time under con- 
bderation) then is 




M = 



r a L + J a = a(mr L + J), 



where J is the moment of inertia of the pendulum about its 
1 mass center (3) and where L is the lever arm of the trans- 
itory inertia force mr u about the pivot (2). 

It is evident that the regulating force or moment is made 

aller by the regulating motion of the governor; but that 

1 not matter. For, as long as the governor moves toward 

. new configuration, its purpose is served, even though the 

BTailable regulating force be lessened thereby. It should be 
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noted that the regulating force of a centrifugal governor la 
likewise reduced as it approaches its correct position. 

The regulating moment ?nr a L + J a is the only moment 
which interests us. Other forces act, but they are not of vital 
influence. They will, however, be mentioned. Since, in prac- 
tice, the whole system rotates, while the acceleration occurs, 
centrifugal forces must be added, and if the inertia mass swings 
about pivot (3), compound centrifugal forces must be added 
(the latter are known as Coriolis' forces, see paragraph 4 of 
Chapter IX). Wliile the centrifugal forces have a moment, 
the compound centrifugal forces Ue in the direction (2)-(S) 
and have no moment. However, tliey produce friction. 

Study of Fig. 8 teaches that in this form of governor the 
moment due to M r L a is quite small compared to the moroent 
caused by J a. It should be understood that the moment 
M = a{mr L+ J) refers to an ideal f rictionless governor only. 

Tlie theory of the action of tangential inertia in the inter- 
action between governor and prime mover will bo found in 
paragraph 3 of Chapter IX, which deals •mth the dynamics of 
regulation. 

Itcforcnccs to Bihliogr.iphy at ciid of book: 2, 33, 36, 73. 

3. Work Capacity of Centrifugal Governors. — If the sleeve 
of a non-rotating centrifugal governor of llie spindle type be 
raised through its working travel s, the work P s is done, 
where P is the average strength of the governor. This work 

may also be expressed a.s j P ds, where P is the variable 

strength of the governor. 

Obviously this expression represents the greatest amount, 
of work which can be done by the governor as a motor, unless' 
speeds considerably in excess of the normal are considered. 

Hence, the expression j P ds \s called the work capacity of 

the governor. Its numerical value is usually given in governor 
catalogues. 

Again it is obvious that for purposes of regulation only a 
small part of the work capacity can be utilized, because a 
speed change of 100% cannot be allowed in practice. 
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Before the available part of the work capacity can be 
Bound, the influence of friction in governor and valve gear 
must be studied. 

References lo Bibliography at end of book: 38, 37, 73. 
4. Detention by Friction. — If a spindle governor be run at 
Fuch a speed that it is floating, touching neither the upper 
nor the lower stop, the speed can be varied between the limits 
«A and Uj, while the governor sleeve remains motionless. Any 
6peed higher than u* raises the governor, any speed lower 
1 than Ui lowers it. The ratio 



= "* - "' (1) 



^B than 

^^Kas received various names, namely "detention by friction," 
^■^'sluggishness," "time lag," " insensibiUty," or " degree of in- 
sensibility." In the present book the name "detention by 
friction" will be adopted. This quantity depends upon 
(1) the design of the governor, 

1(2) its lubrication, 
(3) the vibration to which it is subjected, while the speed 
changes, 
' (4) the forces transmitted to the governor through the 
sleeve. 
\ Taking up these items in the order given, we find that in 
B governor of the type shown in Fig. 2 or in Fig, 6, centrifugal 
imd centripetal forces are balanced by forces passing through 
numerous joints, each of which produces friction, whereas in 
the type shown in Fig. 7 these forces are balanced directly 
without the interposition of joints- Consequently the former 
type has, under otherwise equal conditions, more friction than 
the latter, and shows more detention due to friction. The 
^^friction can be somewhat reduced by the use of knife edges, 
^^L Item 2, lubrication, certainly affects friction. Governors 
^H^y be so designed that the joints are always submerged in 
^™(nl. Such a design furni.shes the only case in which the degree 
of lubrication is definitely known. In all other cases it is 
uncertain. 
^H In many governor catalogues the detention due to friction 



J 
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ia given on the basis of a certain coefficient of friction and of 
absence of vibration. The calculations made for determining 
the detention are more or less arbitrary and of doubtful value, 
unless all are based on the same coefficient of friction. In 
that case the figures afford a comparison which can be used to 
advantage. 

The immediate purpose of any such calculation is to find 
between what limits the force C in Fig. 2 can be varied without 
moving the mechanism. The solution of this problem is a 
matter of apphed mechanics. It may be effected by graphic 



,5peed 




statics or by taking moments, or by the principle of virtual 
displacements. In the appendix two numerical examples are 
gjven. 

Under average conditions the detention varies for different 
types of govemora and for various degrees of lubrication from 
J% up to 4%. The detention q usually varies for different 
positions of one and the same governor. 

Item 3, vibration, considerably affects detention, as may 
be judged from the following fact which proves that vibrations 
always reduce and often eliminate friction. Objects lying 
quietly on an apparently horizontal table march off promptly, 
if the table is rapped by a vibrating instrument, such as a. 
pneumatic hammer, riveter, etc. In the same manner a governor 
subject to vibrations loses the detention by friction in various 
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degrees. To prove this fact, the author artificially produced 
vibrations in an ordinary Watt type spindle governor by 
atttaching an unbalanced revolving weight to its collar. 
Figs. 11 and 12 show speed and position of the governor 
plotted against time. Fig. 11 was taken with the weight at 
rest, and Fig. 12 was taken with the weight revolving at high 
speed. 

It will be observed that Fig. 11 shows the peculiar jaggy 
motion of detention, whereas in Fig. 12 practically every 
trace of detention is eliminated. Note the practically straight 
line, which represents motion without -detention. Incidentally 




"► Time 



FiQ. 12 



it will be noticed that the speed of the governor varied 
cyclically during the test, whereas the speed appeared to the 
observer to be uniform. Circumstances of this sort make 
even the experimental determination of the detention by 
friction difficult. 

Influence 4, namely that of forces transmitted through the 
governor sleeve, will be considered in Chapter VIII. 

In spite of the fact that vibrations, variation of lubrication, 
and other circumstances make the detention by friction an 
imcertain quantity, we must admit that there are cases where 
the theory of the detention by friction is well applicable (see 
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next paragraph). In such cases the following equations are 
useful : 

Uh - Ui 



detention q = 



U}? - u? 



m r Uh^ — mr u? 



h (Uh + ui) 



9 = 



Ch — Ci 
2C 



dr dr 
ds ds 



or approximately 



dr 
ds 



P,-P, 
2P 



9 = 



2(P- P,) ^P-Pi 
2 P P' 



F 
P 



C^^ 



In these equations C*, C, and Ci are centrifugal forces for 
high, average, and low speed, covering the range over which 

the governor is detained 
by friction; P is the 
strength of the governor 
for the position under 
consideration. Evidently 
a governor can have only 
one value for its strength 
at a given position; hence 
the expressions Ph— P 
and P — Pi must mean 
additional axial forces at 
the sleeve, sufficient to 
overcome the internal 
friction of the governor. 
For this reason the said 
values have been denoted 
by -the letter F. 

If q has been deter- 
mined by calculation, the 
equivalent friction force 
F can be found from the 
final equation q = F, P. 

Reforcnc(»8 to Bi!)li()grai)hy at end of !x)ok: 36, 73. 
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6. Overcoming a Passive Resistance by a Centrifugal 
Governor. — When moving the throttle valves of steam turbinen, 
or well-balanced throttle valves of engines, governors overcome 
"passive resistance/' that is to say a resistance which exertH 
no vibratory or shaking force upon the governor. 

In order to determine the influence of a passive resistance 
upon a governor, imagine the latter to be replaced by a spring 
balance at point (i). 
Fig. 13. It should be 
understood that the 
linkage between the 
governor and the valve 
gear must be so arranged 
as to vary the energy 
supply to the prime -xa-^o* 
mover from zero to its 
maximum value, while 
the governor sleeve 
passes through itA range 
of travel. Let the forces 
which are measured in 
moving the spring bal* 
anee up and down be X, 




Via. M 

and -Xd Ti'M\}<t(*x\wiAy» 



Then 



X. + A% 



= R hi the pa^hive nj^ihtanw of thtt valve 



gear, that is to say a force which n^uith fri//ti/>n <4ther way and 
affects the motor part of the gov';nA</r, On Hi/ft oilutr hand, 

Xn — X4 

— * — is a forc^ which d^><is ixot aff*?^rt ihtt motxyr part of tli/e 

governor, but oiJy the hjxi^wl count-r^r i>artJ llvim if tbr^ fKn^ 
ave refeih-tanc^- of the valve i^/ft^r v^^tm 'entirely cJifninjated by 

frirtkntiJ r»*utr.t;sj*>. */. a njjrifjjf V/t»d tj^'tiij^ <ju ^ ]ji<-4ivy XA^^-k 'I,, )t\i^. II. M Un; 
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vibrations, 



A\ 



A' J 



would still act and would be noticed 1 
See below in 



the speed counting properties of the governor, 
paragraph 1 of Chapter HI. 

R is then the force which the governor must overcome In 
order to shift the valve gear, provided that the governor itself 
is free from friction; but from the preceding paragraph it is 
known that most governors have friction and must, for this 
reason, overcome an additional force F {equivalent friction 
force). Hence the governor must exert a force R + F to move 
the valve gear. This fact is mathematically expressed by the 
following equations ; 

(1) R^ DP^2P ~ see (4) on page 7. 



(2) F ^ qP =2P 



D,u 



see page 18. 



The 2 in the second equation comes from the definition for 
g; the value of q covers the whole detention above and below 

2 D-iU 
normal speed, so that q = — — is equal to twice the relative 

speed change which is necessary to overcome the internal re- 
sistance F; Z)| « is that speed change which is necessary to 
overcome the external resistance R. Addition of equations 
(1) and (2) furnishes 

u 
From this follows the total speed change which is necessary 
to overcome both resistances : 



(3) D«=- 



2P 



2\P pJ 



Evidently the desirable effect of making the total speed 
change small can partly be obtained by the increase of the 
strength P; partly only, because F/P is a constant for a given 
type of governor and provides a lower Umit for the speed 
change, no matter how strong the governor might be. 
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According to the theory just presented, it would be impos- 
sible to obtain close regulation, unless the internal friction of 
the governor were reduced to almost nothing. This viewpoint 
is strongly emphasized in catalogues advertising governors 
with small internal friction. On the other hand, everyday 
experience proves that in many cases close regulation is 
obtained even with governors having considerable internal 
friction. As may be surmised, vibratory forces from various 
sources partially or wholly eliminate friction in these cases. 
See also chapters on resistibility and on shaft governors. 

In other cases, where vibratory forces are either absent, 
or quite small compared to the passive friction resistance, 
nothing remains but the use of strong governors with small 
internal friction (see chapter on relay governing). In that 
case it is advisable to investigate the required speed change 
for two positions of the governor and valve gear, because the 
strength of the governor and the resistance of the valve gear 
usually vary from position to position. 

In practice the difficulty arises that neither the frictional 
passive resistance can be exactly predetermined nor the help- 
ing vibratory force is definitely known, so that judgment is 
required in the selection of a governor. In the regulation of 
gas engines working with dirty gas (producer gas, blast furnace 
gas, coke oven gas) exceptionally great strength of governors 
is needed, because the regulating valves which are operated 
by the governor gradually clog with dirt, and stick. Weak 
governors require too frequent cleaning of the regulating 
valves. 

Insufficient strength of governors coupled with absence of 
vibratory forces can easily be recognized from the speed varia- 
tions which occur even with the smallest and most gradual 
changes of load on the prime mover. 

To make matters even clearer, an example will be given. 
Let the passive resistance of the governor rig be 10 pounds, 
measured at the governor collar. Let 5, the detention by 
internal governor friction, be equal to 1^ %. Let it be stipu- 
lated that the total speed variation in overcoming the valve 
resistance with gradual changes of load must not exceed 2%. 
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What strength P of the governor is necessary to meet these 
requirements? For a solution we will write equation 3 in this 
form: 

2 9 = t:> from which P = 



2 q 

u 

By substitution, 

^ = r.. ^" ^. . = ^ = 400 pounds. 
.04 - .015 .025 

References to Bibliography at end of book: 36, 73. 



CHAPTER III 

THE CENTRIFUGAL GOVERNOR AS A MEASURING 
INSTRUMENT (SPEED COUNTER) 

1. Equilibrium Speed, Static Fluctuation and Stability. 
I' — If, in a prime mover, the resisting torque is reduced, while 
tthe torque which is produced either remains constant or is 
f not reduced as much as the resisting torque, the liberated 
[ excess energy is converted into kinetic energy, that is to say, 
I the speed grows. For the sake of stability, the governor must 
l':be so arranged that the increase of speed causes it to move 
r.the torque-controlling mechanism toward the no-load posi- 
^'tion. The inverse series of events has to be gone through, if 
lie load is increased. 

As mentioned in paragraph 1 of Chapter I, the purpose of 

wed governing is to keep the speed constant in spite of varia- 

F'tions of torque. It will be shown in this paragraph and in 

I paragraph 2 of Chapter IX that centrifugal governors must 

have a higher equilibrium speed {at least temporarily) at no 

load than at full load, in order to make use of the principle 

enunciated at the beginning of the present paragraph. 

The smaller the speed variation, the better the governing. 
In consequence, several measures of the closeness of regula- 
tion have been introduced; most important among them is the 
term "fluctuation" or "static fluctuation," which means 



Hu. + u.) 



.(1) 



In this equation «„ means that speed at which the governor 
f in equilibrium in its uppermost (or equivalent) position, and 
I means that speed at which the governor is in equilibrium 
trhen in its lowest position. The term "is in equiUbrium" 
leans that the governor is floating between centrifugal and 
ntripetal forces, with friction eliminated. Uppermost and 
wermost position refer to no load and to full-load positions. 
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The terms "outermost" and "innermost" are more correct, 
but are seldom used. 

If a prime mover could be made (which it cannot) to always 
run at a speed proportional to the equilibrium speed of the 
governor, a small value of p would mean close regulation, and 
p = would represent the ideal case of constant speed regula- 
tion. A governor of this description {p = 0) is called 
isochronous. 

In speaking of static fluctuation, governor manufacturers 
usually assume that the whole range of the travel of the governor 
collar is utilized for varying the torque produced by the prime 
mover, from zero to its 
maximum value. If that 
condition does not e-xist, 
that is to say, if a fraction 
of the travel of the collar 
varies the torque through 
its complete range, the 
static fluctuation of the 
governor, a.s given in the 
t;ovcrnor catalogues, re- 
mains the same, but the 
effect upon the prime 
''"" '" mover is different and is 

equivalent to a reduction of static fluctuation, or to an increase 
of sensitiveness. 

A governor with a small static fluctuation is spoken of as a 
"sensitive" governor, so that the sensitiveness of a governor 
is closely related to the value \/p. 

An example will illustrate these statements. In Fig. 15 
the numbers represent the equilibrium speeds for certain posi- 
tions of the governor collar. If the total available travel of 
the latter be utilized in governing, the static fluctuation is 

= 10 %. If, on the other hand, the position marked 

102i rev./min. is the no-load position, and the one marked 97J 

1024 - 97 -i 
is the full-load position, then — = 5% is the sti 

fluctuation. 
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The mistake is often made to assume that an engine or 
turbine will work with close regulation, because it has been 
equipped with a sensitive governor, which, as before stated, 
means a governor with small static fluctuation. Such an 
assumption is wrong. The sensitiveness of a governor gives 
no guarantee for close regulation, and too great a sensitiveness 
will often make it impossible to obtain close regulation. For 
detail discussion of the causes imderlying these facts see 
paragraph 2 of Chapter IX. 

The static fluctuation of a governor is related to its sta- 
bility, which means its ability to return to the position of 
equilibrium after it has been displaced from that position. 
For a judicious discussion of this point, knowledge of the 
" characteristic '' of a governor is necessary. See the following 
paragraph. 

References to Bibliography at end of book: 1, 11, 14, 24, 26, 36, 37, 53, 73. 

2. Characteristics of Governors (C-curves). — In the fur- 
ther treatment of the properties of governors as speed coun- 
ters it is advisable to deal separately with spindle governors 
and with shaft governors. The latter have numerous moments 
impressed upon them, and it becomes necessary to express the 
equation of equilibrium in moments. In the spindle type of 
governor it is possible and advisable to deal with forces. The 
treatment of the spindle type is therefore simpler and will 
be taken up in the following paragraphs. For the shaft governor 
see Chapter VI. 

The characteristic properties of a governor as a speed 
counter can be expressed and plotted in various ways; for 
instance, we may plot : 

(1) equilibrium speed against position of collar, 

(2) equilibrium speed squared against position of collar, 

(3) equilibrium speed against radial displacement of cen- 
trifugal weight, 

(4) equilibrium speed squared against radial displacement 
of centrifugal weight, 

(5) centrifugal force against radial displacement of centrif- 
ugal weight. 
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At first thought, method 1 appears to be the most con- 
venient and to offer the final criterion. Yet, closer study 
reveals the fact that method 1 shows nothing but the final 
result, whereas method 5 shows most of the hidden mechanics 
of the governor. 

This latter method was, as far as the author knows, first 
used by Mr. W. Hartnell ' and was later very much developed 
by Mr. M. Tolle.- The Hartnell-Tolle method will be used in 
this and the following paragraphs. The mass of the links will 
at first be neglected. 

In the present discussion C represents that radial, out- 
wardly directed force which balances (directly, or by means 
of a Unkage) all other forces acting in the governor, such as 

W = weight of centrifugal masses 

Q = weight of counterpoise, see Fig. 16 

Si, <Sj, etc. = forces exerted by springs 

F = equivalent friction forces, see paragraph 4 of Chapter II. 

The line of action of C passes through the mass center of 
each centrifugal weight. 

In order to develop the properties of characteristics logically, 
we start with a simple case, namely with a modified type of 
Watt governor (see Fig, 16), In this type the two principal 
centripetal forces are due to the weights W and Q. It is ad- 
visable to let W represent the weight of all centrifugal masses, 
because Q can then represent the weight of the whole counter- 
poise. Since the horizontal force C balances the vertical forces 
W and Q, it may be considered as consisting of two components, 
C„ and C,. C„ may be found from W by forming moments 

about fulcrum (13), so that C„ = Wy. C, can likewise be 

found by the moment method ; ' but any method of mechanics, 
including graphic statics, may be employed. After the forces 

■ Procccdingg of British Instilute of Mechanictil Engmeere, 1882. 

' 2eilBclirift do* Vcreina Dcutschcr logejiicure, 1895. 

» The lever aim oi Q about {13} is U3)-m), which w-ill be seen from the 
resolution of Q into a. horiiontal and ui inclined force. Shift the latter in its own 
direction to point Ui), aad resolve it into a vertical and a horizontal Corce. All 
horizontal forces cancel, l>ecauBe there is an equal and opposite force on 
side of the governor. The verticul coa|)oncDt equals Q. 



THE GOVERNOR AS A MEASURING INSTRUMENT 



27 



C„ and C t have been found, they are laid off directly under 
the center {12) of weight W from a horizontal base line (/) 
{15), Fig. 16. Thus {15) (10) represents C„ to some scale, 
{16) (7) represents C, to the same scale, and {15) {4) represents 




C = C^+C^. By repetition of this process for several positions 
of the governor, the curves {8) {10) (9), (5) (7) {6) and (2) {4) {S) 
are obtained. 

It should be noted that in the construction of these charac- 
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teristie curves the governor has been treated solely as a mecha- 
nism and not as a speed counter. The mechanism in this case 
consists of a slider crank with fulcrum (13) and sUde {11). 
The location of the governor sphidlo has not entered the 
calculation. Consequently, the shape of the characteristic 
curves of a weighted governor does not depend upon the 
location of the governor spindle with regard to the mecha- 
nism {13)(}S)(11). Qn the other hand, we certainly must 
consider the location of the characteristic curve relative to 
the spindle if we wish to investigate the physical properties 
which it represents. To that end we must replace the 
auxiliary horizontal force C by its true function of centrifugal 
force of the revolving masses. Then 

C = mru''- (1) 

where 

m = mass of the revolving centrifugal weights ; m = W/g 
r = radius from axis of rotation to mass center of W. The 
shape of the centrifugal weights is for the present 
limited to bodies of circular section. For other shapes 
see paragraph 4 of present chapter. 

' that angular velocity at which equilibrium 



= 3.14— = 
30 

exists between centrifugal and centripetal forces. 

= revolutions of governor per minute 



From (1) follows u^ 



In order to be able to tell at a 



glance the value of u for different positions of the governor, we 
introduce the following trigonometric relation : Calhng "i" the 
angle (-{) il){15) of Fig. 16, we have tan i = C/r = m u', from 
equation (1); but, since m is constant, tan i is proportional 
to «', or u is proportional to Vtan i. Hence u grows, as long 
as I grows; it falls, whenever i decreases. 

Observation of the angle i in Fig. 16 teaches that, in the 
type of governor there represented, the speed grows, as the 
weights move outward. The question is: Must this be so, or 
would it be just as good to have the speed drop, as the weights 
move outward? In order to decide this question refer to 
Fig. 17, in wliich i2)i/,){3) is a governor characteristic with 
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rising speed. Imagine that the governor weights are displaced 
the small distance dr from position of equilibrium (4), while 
the speed remains constant. The centrifugal force grows 
from (4) (7) to (5) (S), but the centripetal force grows at the 
same time to (5) (5), so that a centripetal force (6) (5) results 
which urges the governor back to its position of equilibrium. 
The governor is stable. 

If, on the other hand, the characteristic had followed the 
line {4){9)y the displacement dr (at constant speed) would 
have produced an excess centrifugal force (5) (9) which would 




Fig. 17 

urge the governor still farther away from its position of equi- 
librium. The governor would be unstable. 

The rise and fall of the angle 'S*'' of the characteristic in 
relation to the radius r is thus a certain criterion for the stability 
of a governor. 

A quantitative measure of the stability is furnished by the 
well-known expression of mechanics: '' Restoring force at unit 
displacement.'' Strictly speaking, this expression is correct 
only, if the restoring force is proportional to the displacement. 
In the absence of such proportionality we must use the ratio: 
restoring force at a given small displacement, divided by that 
same small displacement. In the case of a centrifugal governor, 



the value of this ratio is 2 = -^ — 

dr 



where Cp = centrip- 
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etal force and C/ = centrifugal force. For the interpretation 
of this equation it should be remembered that the present 
investigation considers only the governor by itself, running on 
a test block, so that pushing the governor up and down, away 
from its position of equilibrium, does not alter the speed at 
which it runs, and the latter remains constant. For the dis- 
placement dr, Fig. 17, {6){S) is the restoring force d(Cp — C/) 
which, as can be seen from the illustration, equals the differ- 
ential (with regard to speed) of the centrifugal force for r = con- 
stant. But dC (for r = constant) equals 2 mr u du. Hence 

.u * 1,-v* '^^''5) 2mrudu 

the stability = 



dr 



dr 



du 



du 

= 2C^ (2) 

dr 



The stability of a governor, when running on a test block 
"by itself" and not governing a prime mover, is proportional 



By 



I 



to the total centrifugal force and to the value - 

ing from differentials to finite differences we obtain 

du 



dr 
and the stability , 



-- approx. i" Cm , 
2 Cp 



lass- I 



An elementary derivation of 



this equation is given in the appendix. This latter value is 
an approximation only, but is substantially correct for straight- 
line characteristics. If a characteristic is curved, the value 
du 

must be used, but since this derivative is not easily con- 

dr 

structed in the diagram, it is advisable to fall back on the 
trigonometric function given on page 28. To this end we foraotn 
the complete differential of C and obtain 
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■he left-hand member of this equation, if diviiled by dr, equals 
be stability z, hence 

'' ' (3) 



2C-j 

''~dr 



dr 



But dC/dr = tan k, and C/r = tan i (see Fig. 16). 

The stability of a governor can, therefore, be very simply 
pressed as the difference of the tangents of two angles. Re- 




Ing agam to the same illustration we note that the angle k 
irmed by the tangent to the characteristic at that point 
where the stability is to be determined, and that the 
e i is formed by the vector drawn from the origin (/) to 
Liic point (4) on the characteristic. From the fact that the 
stability depends upon the difference between the tangents of 
the angles k and i, it is evident that the governor is stable, 
^Kvhencver the point of intersection (16) lies to the right of point 
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(1), and that the governor is unstable, if the point (16) lies 
to the left of {I). "Right" and "left" must, of course, be 
reversed if the characteristic is drawn to the left of the spindle, 
instead of to the right as in Fig. 10. 

From this influence of the intersection point {for instance: 
point (IG), for point (-J) of characteristic) follows the important 
conclusion that any weighted governor may be made more 
sensitive, or less stable, liy moving its meclianism closer to the 
axis of rotation. The slufting of the relative positions of 
mechanism and of axis of rotation is illustrated in Figs. 18o 
and 186. In both cases the governor mechanism and the shape 
of the characteristic are identical, but the stability in Fig. 18o 
is considerably greater than that in Fig. 186. 

It is, therefore, possible to design weight-loaded governors 
(which are based on a given mechanism) to have any desired 
stabihty by simply varying 
the location of the mecha- 
nism relative to the spindle. 
It will be shown later on 
that spring-loaded governors 
can, with equal or even 
greater facihty, be designed 
for any desired stability. 
However, the question of 
what stability gives the best 
regulation cannot be decided 
by any study of the governor alone; it requires the study of the 
interaction of governor and prime mover. See Chapter IX. 

Knowledge of the properties of the characteristic clears 
up the widespread confusion between the terms "stabihty" 
and "static fluctuation." In Fig. 19 three characteristics, 
(.2) {0(3), {2} (5) (3) and {S)(6)(S) are shown, all of which 
have the same static fluc^tnation, because the angles i., and t^ 
are the same for all three. Tangents drawn to the curves at 
different points show, however, that the characteristic (2) (5) (.?) 
is unstable near point (3). whereas the characteristic (-2)(ff)(5) 
is unstable near point [2). From this difference follows that 
Itnowledge of the static fluctuation alone without knowledge 
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of the shape of the characteristic is not suflBcient to judge the 
properties of a governor. 

The difference between the two terms under consideration 
will be further emphasized by the following statement : As 
far as the governor alone is concerned — apart from its con- 
nection with a prime mover — the static fluctuation may be 
decreased without decrease of stability, by utiUzing only a 
small part of the radial travel of the weights. Figiu*e 16 shows 
that confinement of the weight travel between the vertical 
dash and dot lines reduces the static fluctuation. To see this 
more clearly, imagine straight lines drawn from point {1) to 
intersections (17) and (18) of the vertical dash and dot lines 
and the characteristic. The angles i made by these straight 
lines with the axis of abscissae vary considerably less than those 
made by the straight lines drawn from (1) to (2) and (3). It 
will be remembered that angle i is, to a certain extent, a measure 
of the equilibrium speed. 

While limitation of radial travel has been frequently em- 
ployed for increasing the sensitiveness of governors, and while 
it does not change the 
stability of the govern- 
or proper, it does 
decrease the stability 
of regulation of a 
prime mover (see 
Chapter IX). It also 
reduces the work 
capacity of the govern- 
or and necessitates 
the use of a stronger ^^°- ^ 

governor, if a passive resistance is to be overcome. Finally, it 
reduces the ability of the governor to act as a shock absorber 
(see Chapter VIII). 

Engineers who wish to go more deeply into the study of 
characteristics will find the two following geometrical relations 
of interest: The first of them expresses the static fluctuation 
by the angles i. To find this relation we transform equation 
(1) on p. 23 in the following manner (see Fig. 20): 
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«„ - Uj 


(a. + u,)=" 
2 


\7nr, mrd) 


tanu- tanirf 


1(«. + 1") 


2 tan I'a 



In these equations the indices u, a, and d mean "up," "aver- 
age," and "down," 

In any regulation aiming at practically constant speed, 
Uo and Uu differ only by a few per cent, so that it is permissible 
to write 

_ tan t« — tan ij ^ (3){-5} 



2xCS)W 



* 



to which (3)(5) equals «,. Proof: - 



.but 



The second relation solves the problem of quickly determin- 
ing the equilibrium speed for any point of the characteristic, 
if the equilibrium speed for any other point is known. Referring 
again to Fig. 20, let «„, point (3) of the characteristic be known, 
and let it be desired to find u at point U). Draw ray {/)(-{) 
to intersection (6) with vertical (3) (5), erect semicircle over 
(5) (5), draw horizontal through (6) to intersection (9) with 
semicircle, then (S)(9) equals u of point (4) to the same scale 
tan i\„ ^ (gj(g) 

tanu (S)(S)' 

by construction «u = (5)(^), so that it cancels out, and 
«^ = u, X (6}{S} remains, which means that w is the mean 
proportional of (6)(S) and (3)(s). The construction which 
is given above makes (S)(9) the mean proportional of these 
two distances. 

References to Bibliography ot i^ml of txiok: 1, 11, 14, 26, 36, 36, 37, 62. 63, 
72, 73. 

3. Constituent Parts of the Characteristic Curve. — While 

the analysis of the preceding paragraph teaches that the 
principal static properties of a governor depend upon its re- 
sultant characteristic, more detailed study proves that the 
individual character of the Cg and Cw curves is of equally great 
importance. 
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In order to obtain sufficient material for this discussion, 
we shall investigate the characteristics of two governors quite 
different from the Watt type. 

(1) Proell type, or inverted suspension type, Fig. 21. In 
this design of weighHoaded governor the centrifugal weight is 




Forces are those of 
bo+h halves of governor 



not carried directly by the pendulum arm ilS)(16), but forms 
part of the connecting rod (11) (16). The forces Cw and Cq 
are found by forming moments about the instantaneous center 
(14)', the lever arms of the forces have been marked Lc, Lm, 
and Lq. 

In the illustration the forces have been entered to scale, 
and the Cw and Cq curves have been drawn. Study of these 
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curves shows that the Cw curve is slightly unstable in its inner 
part (at least for the selected location of the governor spindle) 
and that it is stable in its outer part. The Cq curve shoe's 
excess stability. By variation of the ratio Q/W the stability 
of the governor may be 
varied. In the illustra- 
tion, Q is so much greater 
than W that the governor 
has considerable stabilitj', 
particularly in the outer 
position. 

(2) Hartnell type, 
Fig. 22. This governor 
consists of two (sometimes 
3 or 4) centrifugal weights 
Vr with mass centers {12); 
the weights are carried on 
bell cranks with fixed 
fulcrums (IS). The 
principal centripetal force 
furnished by an axial 
' spring. Again Cq and Cw 
can be found by moments 
about the pivots, which 
are represented by points 
(13) in this case. Q is 
variable in this governor 
so that doubt may arise 
concerning the meaning 
of Cq, For reasons which 
will appear later it is 
advisable to pltil Cg for a constant force Q. For the latter, we 
assume an arbitrary constant unit force applied at point (14). 
Both the Cu- curve {S)(10)(9) and the Cq curve (5) (7) (6) 
show a decidedly negative static fluctuation ; note that tan t' 
drops. To render the governor useful, the central force Q 
must be made variable to such an extent that the resulting C 
curve furnishes a small positive fluctuation. Disregarding for 
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he present the limitations which may be imposed by the 
space available for the spring, we can determine the required 
spring force as follows; Draw the desired characteristic 
(15){17)(1G), and the Cg curve for those weights which move 
up and down with the sleeve (18). These weights include that 
of the sleeve, of roller (14), of the plate, and one half of 
the spring. Add the ordinates of this Cg curve and of the 
Cic curve. Find the differences between this combined curve 
and the desired final C curve. These differences divided by 
the ordinates of that Cq curve which belong to Q = 1 furnish 
the spring forces. The first attempt may result in impossible 
spring dimensions, or in improper utilization of the available 
space, but it will show in which direction the assumptions of 
the resulting C curve must be altered. 

The description of these governors and of the construction 
of the characteristic curves is rather sketchy, but illustrations 
16, 21 and 22 contain sufficient information for studying the 
individual influence of the Cw and Cg curves. 

When a governor governs a prime mover, it is subjected 
to forces acting upon its sleeve, that is to say forces which 

("ther add to or subtract from Q. Such forces are caused by 
(1) Adjustment of equihbrium speed. 
(2) Resistance to motion caused by friction of valve gear. 
(3) Unbalanced weights or fluid pressure. 
(4) Integrated effect of valve gear reaction. 
Speed adjustment is usually accomplished by the addition 
or subtraction of a constant force, see Chapter V, for instance 
by the shifting of a weight along a lever or by the tightening 
of a helical spring. The addition of a constant force at the 
sleeve produces a proportionate increase or reduction of the 
ordinates of the Cg curve. If the Cg curve and the Cw curve 
are both stable and of the same character as the comliincd 
curve, such as, for instance, in Fig. IG, the addition or sub- 
traction of a constant force does not affect the static character 
of the governor. But if the Cg curve has excess stability in 
order to make up for insufficient stability of the Cw curve, see 
Fig. 21, any addition to Q increases the stability, and a redue- 
daon of Q reduces the stability of the governor. If, finally, 
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the Cg curve has negative stability (which is the case in 
spring-loaded governors, such as in 22) an addition to Q makes 
the governor less stable, and if carried far enough, makes it 
utterly unfit for regulation. This effect of the addition 
constant force is always the same, no matter whether it ci 
from item I, 2, 3 or 4 of the above given classification. 

The forces entering the governor through the sleeve 
fruitful source of aimoyance and of triangular litigation between 
the builder of the governor, the builder of the prime mover 
and the user of the latter. Thus, the excessive clogging of 
regulating valves with tar in gas engines, the excessive and 
onesided tightening of stuffing box glands of regulating spindles 
in engines and turbines furnish complaints for which neither 
the governor builder nor the builder of the prime mover is 
responsible, except that, perhaps, the latter did not install a 
large enough governor. 

If these forces are constant throughout the working range of 
the governor, they will only alter the equilibrium speed, but 
will not upset stability of regulation, provided that the Cg 
and Cw curves have like character and stabihty. 

As a rule, the forces resulting from items 2, 3 and 4 of the 
list on page 47 vary with the position of the governor sleeve. 
In gas engines there may be (and there usually is) more tar 
deposit near one end of the swing of tlie regulating valve than 
there is near the other end. So-called balanced regulating 
valves are frequently so designed that they appear at first 
glance to be balanced, but are really not so, because near the 
closed position forces arise from impact or jet action of the 
fluid. These forces arc transmitted to the governor and, by 
their action at one end of the travel only, often seriously 
upset regulation. 

For the purpose of this book it will suffice to study the 
action of two types of these so-called balanced valves. Fig. 23 
shows a double beat poppet valve, the bottom seat of which 
is sUghtly smaller than the upper one, for assembling purposes. 
Each valve is cup shaped for purposes of strength and rigidity. 
When the valve is wide open, there is an upward thrust,^ 
because there is then maximum flow, and because the concai 
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! offers more resistance to flow than the convex side does. 

With an almost closed valve, that is to say with very low rate 

of discharge, there is a downward thrust. In this position of 

-Ihe valve, the upstream steam pressure is much greater than 

^he downstream 

irottle pressure, and 

I static pressure 

f effect due to the dif- 

Liference of areas of 

llpper and lower 

^alve is felt. 

called baU f 

^nced butterfly 

fralves are usually 

Quit« unbalanced, 

because the " noz- 

Jl:ries" in which pres- '"^' "' 

t'Bure is converted into velocity have very dissimilar shapes on the 

|two sides of the valve. The lines (/)(2)(3) of Fig. 24 are 

ntended to show respectively equal areas of flow and niveau 

rfaces of respectively equal pressure. It is evident that the 

«ure drop takes place with less travel at the bottom of the 

valve, so that a larger 

part of the bottom 

wing is exposed to high 

pressure than there is 

at the top. Conse- 

{[uently a force results 

in the direction of 

arrow (.{). When the 

live is opened, this force disappears. 

The injurious influence which these unbalanccd-in-certain- 
)^tions valves have upon satisfactory regulation has caused 
iftny engineers to keep the unbalanced forces away from the 
pvemor by interposing a relay, see Chapter XIII. But if 
\ relay is not used, the forces in question should be made as 
mall as possible by the builder of the prime mover; besides, 
be governor designer should be notified of the extent of these 
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forces, so that he may provide fur lliom in the design of the 
governor. In doing the latter lie will again make use of the 
Cg curve. If such a curve be drawn tor Q = I, the ordinate 
belonging to any given position of the governor sleeve can be 
multipUed by the force reacting upon the sleeve in the position 
under consideration. Repetition of this method for several 
positions of the sleeve furnishes a new C curve for the forces 
entering the governor from without. Combination of this 
curve with the other C curves must result in a cun-e with posi- 
tive static fluctuation, as previously explained, if correct regu- 
lation is desired. 



R»!f(Tflll 
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4. Influence of Shape of Centrifugal Weights on Character- 
istics. — The subject of the present paragraph h not of vital 
consequence for any centrifugal governor now on the market; 
neither is it likely to be of such consequence. It might, there- 
fore, be passed in silence, if it were not for the human fail- 
ing of reinventing designs which were relegated to the scra:i 
heap long ago. .Vnd "Improving r, 
governor" by changing the shape of 
the centrifugal weights is a popular 
subject for inventors. 

t\ Ml/ \ I In paragraphs 2 and 3 of the present 

— \ -^ j, \ t chapter the theory of the characteristic 
"'N/ T \ ''^V 1 curves of governors was developed for 
centrifugal weights of spherical or other- 
wise symmetrical shape, and the state- 
ment was made that for such shapes it 
was permissible to concentrate the whole 
mass of the weight in its mass center. 
The correctness of this statement will now be analyzed. 
In Fig. 25 the oval shape represents a centrifugal weight 
with mass center (2), and with suspension point (/). The 
moment of the centrifugal force of a small mass djn about the 
suspension point is dM = dm u^{r •}■ x)(y + L). For meaning 
of r and L see illustration. The moment of the whole mass is 
the integral 




Fic, 25 
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M = u-fdm{T + x) (tf + L), or 

M = u-rfdm y -f- u^r Lfdm + u'-fdmxy + u- hfdm x. 

By definition of the mass center, fdmy = 0, ami J'dmx^O. 
It is also evident that Sdm = m, so that the centrifugal moment 
of the weight is reduced to M ^ u^r L m + u' J" dm x y. 

In the preceding paragraphs centrifugal force had been 
given as nt r u- and centrifugal moment as ii^r L m. Evidently, 
the actual moment differs by the amount u^ J" dm x ij, and the 
equivalent centrifugal force which, when acting at the mass 
center, produces the correct moment is 



: T u" {m 



fdmxy\ (1) 



For all shapes which are symmetrical with regard to two 
axes at right angles to each other, J'dm i y = 0, Such shapes 
are the circle, the square, the octagon, etc. For centrifugal 
weights of any one of these forms the assumption that the mass 
may be concentrated in the mass center is, therefore, correct. 
For all other shapes the theories of paragraphs 2 and 3 must 
be modified. 

To carry out this modification, it is desirable to narrow 
down somewhat the extent of the investigation, because the 

value of the correction —y rff" x y in equation (1) cannot be 

weighed or appreciated in its general form. If the investigation 
is hmited to weights whose thickness h is constant at right angles 
to the plane in which they swing, the correction can be put 
into a form which presents a fairly clear view of the influence 
of the shape. To this end we use the principal axes (^) (4) 
and (5) [G) of the plane section of the swinging weight as a 
new system of coordinates. 

Let vi' = mass of unit volume in centrifugal weight; J , 
and /( = the smallest resp. largest moment of inertia of the 
plane section of the centrifugal weights; A; = the angle between 
the axis of rotation and the axis to which the smallest momeut 
of inertia is referred; then we have 



fdm X y = ^ m' h( Ji - J.) sin 2 k . 



■(2) 
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For proof of this equation see Appendix, p. 214. 

From equation (2) it follows tliat the difference of the two 
principal moments of inertia and the angle k of the inclination 
of the axis determine the extent of the correction. For k = 0°, 
and for k = 90°, the value of the correction is zero. The same 
is true for any value of k, if J. = J,, which bears out the state- 
ments made above concerning symmetrical shapes. The dif- 
ference between /, and J, is the greater, for a given area of 
section, the more oblong the shape of the weight. 

Let CpL = Mp be the centripetal moment — caused by 
spring forces, weights, etc. — which is to be balanced by the 
centrifugal moment M^, and let Cp be the equivalent centrip- 
etal force referred to the center of each centrifugal mass ; 
then 

C^L = mru^L + \m'hu^{Ji-J.) sin 2 /t, 
from which 

Cp C, 1 

7.(3) 



mr + 



m'k(Ji -J ,)^in 2k 



^^ 2Lmr 



It will be remembered that, for symmetrical centrifugal 
weights, the static properties of a governor were found from 

C tani 

its characteristic by means of the equation u- = — = 

7/1 r m 

Equation (3) teaches that this simple relation does not 
hold for governors with oblong weights. However, a charac- 

C 
teristic may be so drawn with ordinates C that u' = — , pro- 

mr 

vided that we make 

r 
C - 



1 + 



m' h(Ji- J.) sin 2 k ' 
2Lmr 



■(4) 



Evidently, the relations between sin 2 k, L and t in conjunc- 
tion with the value of (/, - J ^ determine the difference between 
Cp and C. In general, the difference is greatest for k = 45°. i 

C I 

Whereas for symmetrical shapes of weights tan i = = con- 
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,t, that is to say, a straight line characteristic passing 
through the origin, means an isochronous governor, it does not 
convey the same meaning for a governor witli oblong weights. 
On the contrary, the characteristic for an isochronous governor 
with oblong weights is curved, the magnitude of the curvature 
depending principally upon iJ,~ J.). 

Equations (3) and (4) express the conditions quite clearly 
from a mathematical standpoint. A loss comprehensive, but 
verj much simpler explanation of the 
'ect of the shape of the centrifugal 
ights upon the speed and upon the 
;pe of the characteristic can be 
ined by studying the effect of spUt^ 
ting a concentrated centrifugal mass 
into two concentrated masses some 
distance apart and joined by a mass- 
less rod. 

In Fig. 26 the centrifugal moment 
a mass m at point {/) is M = 
«i' 4 s\ If the mass m is split into 
masses J m, located at points (3) 
and (3), the moment appears in the form M = ^ jh Ui'{1° + 3^) »' 
= m «3* 5 s^. If, finally, the masses j m are located at points 
(4) and (5), the moment becomes M = ^ m u.j^(0' + 4^) s* = 
m Ui' 8 s\ The moment M remains the same in all three cases, 
because the centripetal (in this case gravity) moment is the 
The speeds are found from the foregoing equations by 
living for u. 




.\/I v/^. 



he oblong shape of weight evidently lowers the equiUbrium 
speed, if the weight is arranged as in Fig. 26. 

The reverse action takes place if the long axis of the mass 

I placed as in Fig. 27. The moment equation for the mass at 
int (/) is M = m Ui^ 4 s^. For two masses § m at points (2) 
d (S) 



{S) it ia M = — uii'(3 4- 3) «^ and for two masses J m at 
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/I 



■5 ^3: 



, whence the speeds 

4 ms- 3 ms- ms* 

In the arrangement of Fig. 27 the oblong shape of the 

weight raises the equilibrium speed. 

The influence of the shape of oblong weights may be utilized 
by skillful designers for obtaining weight-loaded governors of 
small static fluctuation and constant 
stability. Governors based upon thia 
principle were designed several 
decades ago. The best known ex- 

t- 'w'nn ample is the cosine governor. To- 

?s yy ® day, these governors can only be 

~mf/ found in textbooks and mathematical 

treatises. For a given strength, 
oblong swinging weights increase the 
mass of a governor, and reduce its 
promptness (see Chapter IVJ. But 
governors whose mass is large com- 
pared to their strength produce great speed fluctuations when- 
ever the load changes. This tact, the correctness of wliich will 
be proved in paragraph 2 of Chapter IX, by the introduction 
of the traversing time T „, has practically eUnitnated the governor 
with oblong swinging weights. 

In shaft governors the shape of the weight has no influence 
on the speed or on the characteristic {see Chapter VI). 

RcfcrencLS to Bibliography at cud of book : 36, 73. 
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CHAPTER IV 

PROMPTNESS AND TRAVERSING TIME 

In the chapter treating of the relation between governor 
and prime mover, proof will be furnished that closeness of regu- 
lation requires quick motions of the governor after a disturbance 
of equilibrium. 

The property of a governor to move quickly to a new 
position has been termed "promptness" by French engineers. 
Unfortimately, promptness, like sensitiveness, is hard to 
define. 

On the other hand there exists a convenient term which is 
closely related to promptness, can be correctly defined, and 
appears in all dynamic calculations on governors; this term 
is the "traversing time.'' Its meaning is exhibited most 
clearly by the following illustration : Let the centrifugal weights 
of a non-rotating, frictionless governor be moved to their 
extreme outward position and then be suddenly released. 
Starting with zero velocity, they traverse the path to their 
extreme inward position with increasing speed, under the influ- 
ence of the centripetal forces or moments, in the "traversing 
time." From mechanics it is known that to make this 
time 3mall, we must make the acting forces great, the inertia 
of the moving masses small and the distance-to-be-traversed 
short. 

If either the centripetal moment Mp (about any one axis), 
or the moment of inertia of the governor parts (about the same 
axis) vary widely, determining the traversing time requires 
cither a graphical integration, or else a dividing-up of the 
total travel into sections over each of which the variable quan- 
tities may be considered as constant. In all practical work, 
however, it is customary and permissible to replace these 
variables by their mean values. With this simplification the 

45 
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traversing time can easily be calculated from the equation I 
which hdlds for constant acceleration, namely 



In this equation 
T„ = traversing time 

J = moment of inertia of governor parts 1 
M p = centripetal moment I referred to the same 

i = total angle through which the gover- [ axis of rotation 

nor parts swing J 

m, = equivalent mass of governor parts referred to radial travel 
m, = equivalent mass of governor parts referred to axial travel 
t, a, = total radial, resp. axial travel 
C = centripetal force 
P = strength of governor. 

Smallness of the traversing time as a measure of prompt- 
ness might be objected to, because under actual working 
conditions the moment M„ resp. the forces C or i* are not 
available in full strength. Neither do the governor parts 
traverse their whole range of travel under ordinary changes 
of load. Any such objection overlooks the fact that both the 
available fraction of the force or moment and the fraction of 
the travel to be traversed are proportional to the change of 
load, so that these fractions cancel in the equation for the 
traversing time. Hence the time 7'„ is a true measure for the 
slowness of the frictionless governor, and 1/Tg is a measure for 
the quickness or promptness of the governor. 

In a purely centrifugal governor the time T, can be made 
small by increase of C and by reduction of m,; fulfillment of 
both of these conditions excludes weight-loaded governors and 
necessitates spring-loaded governors. In the latter type, 
increase of C and reduction of ?«, are accomplished by great 
angular velocity and by large orbit of centrifugal masses. 
Finally, smallness of path (angular path i, or linear path s, b) 
increases the promptness. Limitations are furnished by cost. 
Evidently larger and larger orbits and higher angular velocities 
cause mechanical difficulties and increased cost. 
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The reduction of mass which is so desirable for the sake of 

promptness is very undesirable, if the governor is subjected to 

displacing forces or reactions caused by the valve gear (see 

-Chapter VIII). If a massive and yet prompt governor is 

jsired, it must be made very powerful, or else tangential 

lertia must be utilized. Inertia masses increase J , m, or m^ 

I equation (1) and arc, therefore, injurious to promptness, as 

pressed by that equation. On the othei* hand, tangential 




I furnishes a regulating force whose value, as was shown 

Win paragraph 2 of Chapter II, grows with the suddenness of 

Kthe change of load. To what extent this feature increases the 

ffomptness cannot be treated without knowledge of the dy- 

l&mics of regulation. See paragraph 3 of Chapter IX. 

The following brief calculation of the traversing time of 
Mpring-loaded governor will illustrate the use of equation (1): 



48 GOVERNORS AND THE GOVERNING OF PRIME MOVERS 
In the governor shown in Fig. 28, the equivalent mass 



157.5 J X 13 J X 16.5 



32.2 

(1) 



32.2 
(2) 



32.2 

(3) 



40 
' 32.2 ' 

m 



f3.2a\' 
\2.81'' ■ 



0.95 



In this equation (1) is the mass of the centrifugal weights, 

(2) is part of the mass of the bcU cranks, 

(3) is part of the mass of the springs, 

(4) is the equivalent mass of the weight of the sleeve and 

/•3.25V 
of other parts moving with it. The factor [ ) reduces that 

mass to the radial travel of the weights. 

Radial travel b - 2.81" 

Mean centripetal force C = 1200 pounds. 

With these values — which were found by measurement of 
a governor in the Mechanical Engineering Laboratory of the 
Carnegie Institute of Technology — we obtain the traversing 

'-= r.= v/^^^^^^^=. 052 second. 

' 1200 X 12 

For the greatest accuracy it would be necessary to take 
cognizance of the fact that the weights move on an arc, and 
that, for this reason, the equivalent mass should be multiplied 
by a factor greater than one; but this factor is in the present 
case so near one that it is permissible to neglect it. 

The traversing time of a weight-loaded governor is, of 
course, much greater, unless exceedingly short radial travels 
of the centrifugal masses are used. 

In the governor shown in Fig. 56 the average strength P 
is 500 pounds. The axial travel of the collar is s = 3.25 inches. 
The equivalent mass is that of all the parts moving with the 
collar plus that of tlie balls, the latter multiplied by the ratio 
/travel of baUH\s „, , . , .542 

I: i — i n — I ■ The total equivalent mass is ~— in 

\travel of collar/ 12 x 32.2 

inch, pound, second units. Hence, the traversing time is 

_, ./ 2"x 542 X 3.25 _, , 

' « = \ -,^ ~ Tni^ ^^7:7: = -135 second. 

* 12 X 32.2 X 500 

Uetcrcnre to Billiugrupliy iit und ;S t.ook: 36. 



rHAPTER V 

ADJUSTMENT OF EC^riUBRIUM HFKKfi 

(1) Slight errors in ealculatioii or workmarL^hip, and variii- 
tion in the material of spring jjt«rl prevent govemons from 
running at the intended i?peed. Unforeseen reaction from the 
valve gear has the same result. 

Such conditions call for a single adjuiftment or a »hort 
series of adjustments. 

(2) For synchronizing purposes or for adjustmr^nt of voltage 
the speed of engines or turbines mu*t Ix* vari^r^i up to 3 or 4 % 
either way from mean. Regulation mu-t Ui e^jually exa^rt 
with any one of the adjusted m^^-an -p^r^rdi*. 

(3) For the regulation of pumping machinerj'. whether 

of the displacement or of the vel^X'ity t%T>e, the e^juilibrium 

speed must be adjui?ted liithin wide limits; the ratio 

highest equil'brium «peed . „ , , , ^ 

: 77:7—' r occa-sionallv r^fach^rs values of 3 or 4. 

lowest equiubnum speed 

Fortunately the requirements for exactness of regulation are 

not so strict in this case. 

The adjustment or adjustments \, can Ije made while the 
prime mover and the governor htand still, whereas the adjust- 
ments (2) and ^3> must be made with the governor in motion. 

For the adjustments 1/ a number of methrxLs exist, such 
as change of mass of centrifugal weights drilling of holes, 
filling with leadj, change of spring tension, variation of spring 
scale (grinding off the outer-diameter fiber of helical springs, 
cutting off end coiLs, etc.^, change of lever arm of spring, and 
others. 

For the adjustments under ^2j and ^Z) the foUoining means 
are available : 

(1) Change of speed ratio between prime mover and governor 
(equilibrium speed of governor remains constant; attained bj' 

(a) change gears, 

(b) friction discs or conical pullej's; 
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either of these subdivisions can be constructed in different 
forms mechanically. 

(2) Change of equilibrium speed by variation of axial force 
Q, acting on collar. Shaft governors need no collar while gov- 
erning prime movers (see Chapter VI), but an element, equiva- 
lent to a collar, is occasionally provided solely for the purpose 
of speed adjustment. 

^'ariation of Q may be ob- 
tained by 

(a) addition or subtrac- 
tion of mass (water, etc.) or of 
fluid pressure 




(b) variation of the lever arm of a force 

(c) variation of spring tension 

(3) Variation of governor mechanism, for instance, displace- 
ment of movable fulcrum (for illustration see Fig, 39). 

(4) Change of relative position between power controlling 
mechanism and position of governor (for illustration see Fig. 40). 

Method (1) makes possible a wide range of speed adjust- 
ment. Change gears, one design of which is diagrammatically 
shown in Fig 29, act in steps and must be used in connection 
with other adjusting means to make gradual adjustment over 
the whole range possible. Even then there is a jump whenever 
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the change in the gears is made, so that change gears have their 
UmitatioDB. 

Frictional devices (for diagrammatic illustration see Fig. 30) 
are very satisfactory, provided that they are large enough 
to prevent serious shpping. The 
latter is caused particularly by 
the frictiomd resistance of the 
governor and by cyclical speed 
fluctuations. 

Frictional devices have come 
into disrepute for lai^e prime 
movers, because designers have 
hesitated to use the unsightly 
large friction discs which are 
necessary for success and have 
put " more decent looking ' ' 
smaller sizes on the engines. The 
result in such cases invariably is 
slippage, wear, unsatisfactory 
regulation and thoughtless con- 
demnation of the entire principle. 

Detail description of these 
devices and calculation of neces- 
Baiy sizes is prohibitive on 
accoimt of the endless variety of 
possible designs and arrange- 
ments. 

Means No. (2), that is to say 
variation of axial force Q, is by 
far the most common. In para- 
gaph 3 of Chapter III the use of 

the C ciuves for an investigation of the stability of the governor 
with varying values of Q was indicated. It will now be further 
illustrated by means of an example which is based on the type 
shown in Fig. 22; this type has been widely adopted in steam 
turbine practice. 

The governor is shown in Fig. 31. For the numerical calcu- 
lation the following values were used: 




52 GOVERNORS AND THE GOVERNING OF PRIME MOVERS 

Weight of both centrifugal masses TT = 15 pounds 
Weight of axially moving parts (including ^ weight of 
spring) = 45 pounds 

Travel of collar s = 2 inches 

Initial tension of spring = 150 pounds and 
150 + 85 pounds 

Scale of spring = 140 pounds per inch. 

The characteristics Cq arc easily drawn if 
it is remembered that the direction of Q, Cq 
and of their resultant are given (see Fig. 32) 
because the latter must pass through the fixed 
fulcrum. The detail construction of the 
characteristics is given in the Appendix, 
p. 215. The characteristics 
proper are shown in Fig. 31. 

From u = V — it : 

Fic. 32 




follows 



for position (3) tti = 268 
r.p.m. (initial tension = 130 lb.), and h^ = 
300 r.p.m. (initial tension = 215 lb.) so that 
the tightening of the spring has produced 12 % 
increase of speed. The static fluctuation (see 
page 24) is found for the small initial tension 



which equals 15.1 % 

(30) (31) 




IX (3S){S6) 
in the same way we find p, ^ ^ (32) (3^) 
which equals 5.8%. Evidently the static 
fluctuation is considerably reduced by the 
tightening of the spring. The stability which 
was positive over the whole range for the 
small initial tension disappears near the inner 
positions for the great initial tension (see points (37) and (SS)), 
so that the governor is worthless between positions (/) and 
(2) for the great initial tension, that js for the high speed. 

In this calculation it was assumed that the variation of Q 
is produced by the tightening of the main spring (W) (Fig. 31), 
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but the diagram, and with it the resulting variation of p, 
remain just the same, if the tightening of the main spring i» 
replaced by the addition of a weight to the axial forces, or if 
the main spring (50) of Fig. 31 is replaced by two springs 

(51) and (5:8) (see Fig. 33), one of which is at rest, accessible, 
and is t^tened for the purpose of speed adjustment. In 
Chapter IX proof will be given that too small a value of p 

(static fluctuation) interferes with proper regulation. In 
Fig. 31 the static fluctuation (as measured by the tangent 





to the characteristic at point (38) ) has become zisro or even 
negative. This condition, which arises In all «iniihir types of 
governors, whenever a constant force is added at the (collar, 
is serious enough to call for some different mctliod of adjustment. 

Conditions will be better if the added Uyrcf. Q at the eollars 
varies with the movement of the latter in some ratio to the 
spring force. 

If addition of mass is pcrmis.'^iblc, an arm (/), carrying 
a movable weight (2), may be keyed on the rocker shaft (3) 
making angles it or ii, etc. (sec Fig. 34), with the governor 
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lever. In this manner, the added effective force is greater in 

the top position of the collar than it is in the bottom position, 

, , . , force added in top position 
and the ratio of ;; _._■ _, . — r— — — — remains con- 
force added m bottom position 

stant, no matter what the added force may be. The angle t may 
be so selected that this ratio fits the scale of the spring in the 
governor quite closely. 

In spite of these static advantages the just described method 
is seldom used, because the inertia of the sliding weight is 
detrimental to the promptness of the governor. 

A similar static advantage (without the drawback of 
inertia) is attained by the use of a "speeder" with several 
springs of different free 
lengths, as shown in Fig. 35. 
Such a device furnishes a 
load wltich grows faster as 
point (/) rises. Tightening 
up the si>eeder does not add 
a constant force, but 
variable force, as may be 
seen by comparing the work- 
ing ranges (3), (4) and (5) 
of Fig. 36 with each other. 
The same result can be ob- 
tained by replacing the two 
or three springs with a single volute (cone-shaped) spring ; it too, 
as is generally known, has the property of a scale growing with the 
deflection, because the coils of larger diameter deflect first and 
come up solid against the stop, leaving the additional deformation 
to smaller, and consequently stiff er coils. The number of schemes 
which may be employed for adjusting the speed of this type of 
governor is by no means exhausted herewith. It is possible 
to change le\'er arm and initial tension of the speeder spring 
in such a way that tlie static fluctuation remains practically 
constant. Figure 37 illustrates diagrammatically such an ar- 
rangement. The parts drawn in heavy black lines move with 
the governor and swing about fixed point (^). Spring (5) 
which is fastened to fixed iioint (6) takes hold at a point which 
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bmovable relative to the levers. A few positions C^),(^),(3) 
have been indicated by dotted lines. The determination of the 
proper location of point (6) and of points {1) and (7) is not 
difBcult, but rather tedious. 

The speed adjustment of governors of the Hartnell type 
has been treated in detful, not because the Hartnell type de- 
serves special attention, 
but because it furnishes 




an example of how the statics of speed adjustment should be 
treated in any type of governor. 

In connection with speed adjustment by variation of axial 
force Q three additional features deserve mention, namely : 

(1) friction of governor collar, 

(2) detention by governor friction due to forces at collar, 

(3) variations of governor strength due to forces at collar. 
(1) Whenever forces are transmitted tlirough a governor 

collar, the latter becomes a step bearing, the location of which 
makes lubrication somewhat difficult. If lubrication is neg- 
lected, heating and wear result. Ball and roller bearings have 
given better service in this place than sliding bearings. Figure 
38 shows a successful design. 
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From the standpoint of avoiding trouble with tlie collar 
bearings it is desirable to push up on the collar, if great speed 
changes are desired, because then the heaviest thrust is coupled 
with the slowest speed. 

(2) Many of the modern governors are so designed that 
the joints are free from forces caused by centrifugal action. 
If, however, 5% speed 
adjustment is desired, 
approximately 10% of the 
centrifugal force must be 
transmitted through joints 
due to the added force at 
In addition, 
some force must be trans- 
mitted through the collar 
even at normal speed, if a 
speeder spring is used, so 
that on an average 12 % to 
15% of the centrifugal force 
must be transmitted through 
the joints if 5%, speed adjust- 
ment is desired. This fact 
should not be overlooked 
with regard to governor 
friction and wear of joints. 
'■'■"■ ^^ (3) Forces at the collar 

affect the strength of the governor. This is usually of small 
consequence, except when the axial force pushes up and con- 
siderably reduces the speed. In this case the strength of the 
governor is very much reduced, and the governor does not 
handle valve gears offering great friction resistance. 

The means mentioned under No. 3, namely, variation of 
governor mechanism, is seldom practiced. A brief descriptioa 
of one example will illustrate the principle. 

In Fig. 39, (/) is the mass center of a centrifugal weight. 
The weight is guided by the vertical path of point (5) and by 
the gliding of surface (3) on roller (4). This latter path can 
be varied by the turning of handwheel (5) which, by means of 




odjustment 
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screw (6) with lock nut (7), raises or lowers point (8). This 
motion, by means of revolving lever (.9) with fulcrum (10), 
moves roller (4) in or out. Radial displacement of weight (/), 
and lever arm of centrifugal force are varied by this adjust- 
ment, resulting in a wide range of speed adjustment; the maxi- 
mum mean speed is more than twice the minimum mean speed. 
The governor just described was invented by Strnad (Germany). 
Although the outward appearance of the governor is simple, 




Fig. 40 

the interior is complicated and expensive. The joints transmit 
heavy forces, which means that they are subject to wear. 

Means No. 4, namely, change of relative position of governor 
and power-controlling mechanism, is often used. Figure 40 
illustrates this method diagrammatically. By means of the 
turnbuckle {2) the distance (4) (5) may be adjusted. During 
this adjustment the governor (/) remains at first stationary, 
because it is held in equilibrium between centrifugal and cen- 
tripetal forces. The resulting change in the position of the 
power-controlling device (3) unbalances the equilibrium between 
power generation and power absorption. Hence the speed 
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varies, and the governor, in moving towards a new position of 

speed equilibrium, shifts (3) until power equilibrium is again 

n attained. If tlie difference in speed 

1 — |— does not require a difference in the 

pY V® P^'^it'"" of controlling device (3), the 

®^,,^ >^ ^ latter will return to its original posi- 

/^T^^;;^^^^^^^r7|i @ tion; in all other cases it will not 

KJ""^ @|r LJ quite return to that position. In any 

event the position of governor (Y) has 

Fi>edRod- heen changed, and with it the speed 

n jjlj of the prime mover. 


1- - It IS necessary to limit the motion 

l-Tpi ' of the controlling device (3) by stops 

such as are diagrammatically indicated 

ifWbloct'^ J-f ® in {&) and (7) (unless the design of 

/ \ \ \ said device makes the use of additional 

\\ y stops superfluous), because the position 
'^'^^^ of the governor is not fixed relative to 
the power-controlling device. 
^°- ^^ The magnitude of the speed adjust- 


method depends upon the static 
fluctuation of the governor. If it be 
small, the limits of speed adjustment 
must be narrow. If the greatest speed ^ 
of the governor is several times the « 
smallest speed, very wide limits of ^ 
speed adjustment can be obtained, but g 
with high normal speed of the prime r 
mover a removal of the load produces ^ 
a dangerously high no-load speed. To ^ 
insure safety imder these conditions, 
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type; * the illustration represents a detail of point (4) of Fig. 40. 
As soon as rod {10), Figs. 40 and 41, reaches a nearly horizontal 
position corresponding to the highest safe speed of the governor, 
the rod (13) of catch block (11) strikes collar {14) and releases 
the rod {16) carrying weights {12). These weights, in dropping, 
close the power-controlling 
valve. Before the engine can 
be started again, the rod {16) 
must be lifted to again engage 
catch block {11). 

The necessity of a discon- 
necting device can be avoided 
by a governor whose speed curve 
has the shape indicated in 
Fig. 42. Part {1){2) of this 
curve is used for speed adjust- 
ment^ as described. Part {2) {3) 
is used to bring the power- 
controlling device to no-load 
position in case of accident. 
Such a governor was designed 
by Professor J. Stumpf (Germany). It is shown in Fig. 43. 
In this governor skillful application is made of variation of 
leverage of main spring (5), and of lost motion of spring (3) 
and spring {4) in this manner: In the low positions of collar 
(5) the spring {4) pushes upward, allowing a low speed to 
raise the governor. Spring {4) is very short and soon gets 
out of action with rising speed. On account of slots (^), 
the main spring {3) is ineffective in the bottom part of the 
governor travel. With rising collar it takes hold and vastly 
increases the equilibrium speed. In the higher position of 
collar {6) the force of spring {3) increases slowly, whereas its 
lever arm L decreases rapidly, which causes the speed to change 
very little for the upper part of the travel of collar (5). 

Another governor with a speed curve similar to that shown 
in Fig. 42 is described in Chapter XII. 

* This device, as well as the whole method No. 4, was originated and developed 
by Mr. K. Weiss (Switzerland). The method was first used in the United States 
by Mr. B. Nordbcrg, of Milwaukee, Wis. 




Fig. 43 
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Governors of this type are useful for pumping machinery 
only. The modern tendency in such machinery is to adapt 
the supply to the demand and to regulate either for constant 
pressure or for constant rate of delivery. Forces other than 
centrifugal are used for this purpose. Speed-changing gov- 
ernors of that type are, therefore, not considered in the present 
chapter, but are discussed in Chapters XI and XII. 

References to Bibliography at end of book: 30, 36, 51, 73. 
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CHAPTER VI 

SHAIT GOVEKXOllS 

1. Forces Acting in Shaft Governors. — The term ''shaft 
governor " commonly denotes a governor the centrifugal weights 
of which move in a plane at right angles to the axis of the shaft 
or spindlO; and which adjusts the position of an eccentric or 
crank relative to other revolving parts. Figures 4, 5, 8, 9, 44 
illustrate shaft governors. 

The arrangement of centrifugal and inertia weights in shaft 
governors^ their method of fastening, the linkage between 
weights and eccentric, the arrangement of springs, and tlu^ 
transmission of motion to the valve gear belong in treatises 
on machine design and engine design. They do not form 
subjects of the present book. 

Spindle governors could be studied apart from the ac^tive 
forces which the valve gear might imi)ress upon them, Ix^cause 
most spindle governors have to overcome mainly i)assive re- 
sistance, compared to which the small existing n^ac^tion is 
iisually of little or no importance. Shaft governors, on the 
other hand, have to move valves directly against inertia for(;(»s, 
against varying friction forces and against varying unbalanced 
steam pressure. These forces react upon the governor and 
tend to disturb the equilibrium between centrifugal forces and 
spring forces. Not only does this reaction induce vibration, 
but it has an "integrated eflfect," that is to say, a definite 
average force or moment which is added to the spring moment 
and changes the speed from what it would be, if that effect 
were zero (see also pages 38 and following). The average 
effect of the reacting force or moment is, in practically every 
shaft governor, large enough to upset static eciuilibrium, and 
must therefore be considered either by theoretical study, or 
else by experiment. 

In view of these disturbing influences, a complete static 
calculation of a shaft governor involves the following steps: 

61 
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Select a static fluctuation p, about the permissible valiu 
of which see Chapter IX, and compute the various momeni 
tending to displace the centrifugal weights, viz. centrifuge 
moments of all masses, moments due to inertia of reciprocatin]^ 
masses, due to valve friction, eccentric strap friction, and thai 
due to unbalanced steam pressure, for three, or better, foui 
positions of the weights. Then locate and dimension a spring 
so that its moment (negatively) coincides with the sum of 
other moments. This latter problem is not difficult, if tha 




Flo. 44 

weight arms swing through a small angle and if the springs an 
protected against disturbing deformations due to centrifugf^ 
force. If, however, the weight arms swing through a largs 
angle, say more tlian 40", or if the springs are allowed to boW 
out under the action of centrifugal force, no satisfactory coh 
incidence of moments can be attained with one set of springs, 
and unusual expedients must be resorted to. 

On account of the great variety of shaft governors on 1 
market, and on account of the still greater number of valv* 
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gears which they control, it is impossible to follow out this 
method in all its details within the limitations of the present 
book. It is, therefore, advisable to study the underlying 
principles with the aid of one particular example. The careful 
study of one example will show the methods which are to be 
followed, with slight modifications, in all cases. 

References to Bibliography at end of book: 1, 13, 24, 30, 36, 40, 60, 51, 68, 69, 
68, 78, 74. 

2. Centrifugal Moment of Rotating Masses. — Figure 44 
shows a simple type of governor suitable for study. This 
governor is used for controlling 
slide valves, including piston 
valves. The triangle {1){2){3) is 
fixed relative to the shaft — the 
center of which is (/) — and 
rotates with it. (4) is the center 
of the eccentric which is shifted 
across the shaft by the regulating 
forces, maintaining an approxi- 
mately constant lead of the valve. 
The centrifugal weight (5) tends 
to fly out; it is restrained prin- 
cipally by the spring (6), but to 
some extent also by the centrifugal 
force of the eccentric (4) and of its strap. 
mechanically by link (7). 

For the sake of clearness some parts of the governor have 
been drawn diagrammatically in Fig. 45. With the notations 
of this latter illustration, the centrifugal moment of the small 
mass dm about the suspension point (^) is d Mc = dvi r ir L. 
But the area of the triangle {1){2)(11) is J rL = \sh which 
makes the element of the centrifugal moment 

d Mc = dm s b u-. 

The moment of the whole centrifugal weight is 

M, = ,s 7(- fdm h = mBsvr (1) 

where B is the perpendicular distance from mass center of 
weight (5) (including supporting lever) to line {1){2), and m 
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(5) and (.{) are joined 
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is the mass of the centrifugal weight (5), including lever. From 
this equation follows the fact that in shaft governors the dis- 
tribution of the mass around the mass center of the centrifugal 
weight has no influence upon the speed. In this respect shaft 
governors difler from spindle governors (see paragraph 4 of 
Chapter III). 

Equation (1) applies to any revolving mass in a shaft 
governor and furnishes the moment of the mass about its own 
suspension point. If applied to the eccentric, it furnishes the 
moment of the centrifugal force of its mass about point (3), of 
Fig. 44, which, however, can easily be converted into a moment 




>'® 



about point (2) by means of the leverages of the connecting 
linkage. 

The eccentric strap does not revolve, but each particle 
describes a path similar to an ellipse and exerts individual 
inertia forces, the integrated effect of all of which is trans- 
mitted to the eccentric proper. Generally speaking, the inte- 
gration can only be accomplished by a tedious point by point 
process. Fortunately, the distribution of material in the ec- 
centric strap is symmetrical about the center of the eccentric 
in the vast majority of cases. The wliole mass may then be 
considered as concentrated In the center uf the eccentric and 
be added to the mass of the latter. 

3. Moment due to Inertia of Reciprocating Parts. — If 
the valves moved by the governor are driven by a cam, the 
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integrated effect of the moment cause by their inertia can be 
ascertained only by a graphical integration, but if the valves 
are operated directly by the eccentric with practically sine 
harmonic motion, the integral may easily be found thus: 

In Fig. 46, (/) is the center of the eccentric and (3) is the 
suspension point of the eccentric. (3) revolves about (2), 
which is the center of the shaft. The eccentric reciprocates a 
mass m, (mass of the valve) by means of long eccentric rod 
(/)(4). The following derivation is based upon the supposi- 
tion that mass m^ is not large enough to displace point (/) 
perceptibly from its circular path. 

When i2){l) coincides in direction with (2) (4), the inertia 
force is m, r u^. In the position shown in the illustration it is 
smaller. Usually the eccentric rod (1){4) is very long com- 
pared to the eccentric radius {1){2). The direction of the 
inertia force is then practically con- 
stant, and its magnitude varies with the 
cosine of the angle j. If (/) (5) repre- 
sents m, r ti^ then (/) {6) = (/) (5) cos j 
is the inertia force in the position 
shown in the illustration, and the circle 
with diameter {1) (5) is the locus of the 
terminals of the force vectors, referred \Jy\ 
to the rotating system. 

In one revolution of the shaft the 
just mentioned circle is passed over 
twice. This will readily be seen by a 
study of the forces existing when the 
shaft has turned through 180^, see 
dotted position, because the forces in the two positions have 
the same magnitude and direction relative to the rotating 
system. 

The average eflfect of a force vector describing a circle with 
constant angular velocity may be found by the following 
reasoning (see Fig. 47). Any four vectors (/)(7), {1){6), 
(0(9)> {i){8)f located symmetrically as shown, have the 
average horizontal component {l){10)j whereas all the vertical 
components cancel. Since the same is true for any four sym- 
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metrically located vectors, {t){10) is the average of all the 
force vectors, both with regard to magnitude and direction. 

Application of this result to Fig. 46 means that one half 
of {1){5), or {1){7), or, in symbols, ^rn^ru-, represents the 
average of the inertia forces, both with regard to magnitude 
and direction. The same effect is produced by a mass J m,, 
located in the center of the eccentric, and revolving with the 
latter. The effect of the inertia of the reciprocating valve is, 
therefore, easily taken care of by adding one half of its mass 
to the rotating mass concentrated at the center of the eccentric. 

If mass m, is big compared to the masses swinging in the 
governor, the path of point {1) is no longer circular. The equa- 




tions of motion of the point (/) then lead to an elliptic integral 
which is quite difficult. 

Ruferencfs to ItiViUography at end of book: 86, 40, 60, 68, 6fi, 71. 

4. Moment Due to Friction of Valve Gear.— The average 
reaction of valves having a sine harmonic motion may be 
found by a similar analysi-s. Figure 48 is a repetilion of 
Fig. 46 with the exception that inertia forces have been re- 
placed by friction forces. If, as before, we neglect the small 
angularity of the eccentric rod, the direction of the friction 
forces remains constant; hence this direction revolves uni- 
formly with regard to the rotating system. In Fig. 48 the fric- 
tion vectors have been entered. For a constant value of the 
friction force, the vector describes a semicircle (5) (6) {S), 
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jumps back to (5), again describes the semicircle, etc. If the 
friction force is not constant, the semicircle is distorted. 

The integrated effect of the friction force is represented by 
the average vector. In any case, including that of variable 
friction force, it can be found by graphical construction. In 
the case of constant friction force the terminal of the average 
vector is the mass center of the semicircular line (5) (G) {2) . 
The mi^nitude of the average vector is therefore 2/w times 
the friction force. It acts at right angle to the diameter (2) (/). 

The integrated effect of friction and of inertia must be 
determined for several values of the angle k, that is to say for 
several configurations of the governor. This is necessary for 
the purpose of equating the spring moment to the sum of all 
other moments over the whole range of the swing of the governor. 

References to Bibliography at end of l)ook: 36, 40, 50, 58, 59, 74. 

6. Moment due to Friction between Eccentric and Strap. 
— Friction between eccentric and strap is produced by the 
weight and the centrifugal force of the strap, by the forces 
transmitted through the eccentric rod (valve inertia, valve 
friction, unbalanced steam pressure), and l)y the pressure of 
the assembling fit between eccentric and strap. The combina- 
tion of these forces for various angular positions of the whole 
governor and for a few. positions of the parts in the governor 
can always be made graphically. The friction moment result- 
ing from these forces is quite uncertain, because the cocfTiciont 
of friction between eccentric and strap varies within wide 
limits with quantity and viscosity of oil. It is frequently 
observed that shaft governor engines have a different speed at 
starting up (when the oil is cold and thick) from that which 
finally establishes itself, after tlie oil has been heated by fric- 
tion. Another uncertainty is introduced by the deformation 
of the eccentric straps. The latter are too often designed so 
weak that they cause an amount of binding and gripping 
sufficient to frustrate any calculation. Nevertheless, a brief 
account will be given of the distribution of frictional forces 
around the eccentric, because the seemingly erratic behavior 
of many shaft governors cannot be understood without the 
knowledge of these forces. 
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Figure 49 shows a governor eccentric and strap with the 
principal forces acting upon them, and Fig. 50 illustrates the 
distribution of forces by means of 
vectors having their origins at 
point (/). 

For a given load, the centrif- 
ugal force of the eccentric strap 
has a constant magnitude and 
direction U){2) relative to the 
revolving eccentric. Valve inertia 
is, in most cases, a sine function 
and adds the cu-cle (2)(3)W)(o), 
compare also Fig. 46. The force 
due to valve friction, if the latter 
be constant, is also a circular func- 
tion and acts in the same direction 
as valve inertia ; but the function is discontinuous and changes 
its sign abruptly at the ends of the valve travel, see also Fig. 48. 
Addition of this force to those previously enumerated furnishes 
the vector terminal curve {8){7)(S){9)i2). The weight of 
the eccentric strap is constant in magnitude and in absolute 
direction, and, there- 
fore, rotates contin- 
uously around the re- 
volving eccentric. 
Thesame is true of un- 
balanced steam pres- 
sure, unless the latter 
be variable. The re- 
sultant of strap weight 

and of steam pressure t^*"'^... ,,.^& 

changes the final locus p^ 50 

of the terminus of the 

force vector to the curve m){13){12){ll){10){lS){16){i7) 
{IS) m), etc. Thus {I){12} is a vector picked out at random. 
The correct method of finding the average friction moment 
from these forces would consist in determining the friction 
moment for each force vector and then averaging the friction 
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moments thus found. This method would be tedious and is 
entirely out of place in view of the uncertainties with regard 
to the coefficient of friction. Since the vectors sweep over a 
small part of the circumference of the eccentric only, the friction 
moment caused by the average vector coincides nearly enough 
with the true average friction moment for all practical pur- 
poses, which leads to the following approximative construction. 
In Fig. 49 lay off {1){2) equal to centrifugal force of strap 
in the direction from center of shaft to center of eccentric. In 
the same direction lay ofiF {2) {20) equal to maximum inertia 
force of reciprocating valve parts, reduced to the center of the 
eccentric. At right angle to this direction, and opposite to 
the direction in which point (/) rotates about the center of 
the shaft, lay off {20) {19) equal to 64% of the constant valve 
friction force (2/7r = .64). Then {1){19) is the average vector 
and acts upon the eccentric at point {21). The product of 
this average force, the friction coefficient and the lever arm h 
furnishes the average friction moment for the position under 
consideration. 

References to Bibliography at end of l:K)ok: 36, 40, 50, 58, 59, 74. 

6. Spring Moment. — The spring in a shaft governor must 
be of such size, and must be so located, that the equilibrium 
speed of the governor (when governing the engine) rises gradu- 
ally and steadily from full-load position to no-load position 
under any conditions of careful operation, with the exception 
of the first minute or two after starting. A few additional 
exceptions due to tangential inertia or to compensating oil 
pots will be dealt with later on. 

For the purpose of expressing this rather general statement 
in a more tangible form, let us equate the spring moment to 
the rest of the moments. 

Let M , = spring moment 

Me = any one of the speed moments (centrifugal, valve 

inertia) 
Mf = any one of the moments due to friction. 
For equilibrium, the spring moment must balance all other mo- 
ments, so that Af a = S Mc + S M/ 
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where S is the mathematical sign for "the sum of." XM^ 
means the sum of all speed moments. 

The speed moments are all of the form m r L u", see para- 
graph 2 of present chapter. Those friction moments which 
are caused by the friction produced by centrifugal forces are 
of the form / m' r' L' u-, where / is a coefficient of friction. All 
other friction moments are of the form F I, where ^ is a friction 
force which is practically independent of the angular velocity u. 
By substitution of these values we obtain 

itf. = u'[SmrL + 2/m'r'L'] + SF/ (I) 

In order to see clearly the conditions which the spring 
moment must meet in order to make u rise steadily, let us 
solve the equation (1) for u. 



.(2) 



I 



"~ ^XmrL + Xfm'r'L' 

It is immediately seen that the greatest obstacle to securing 
a gradual and steady rise of u is the variability of the friction 
coefficient, which affects both 2 F I and Xfm'r' L'. In practice, 
lubrication varies; friction of valves and stuffing boxes varies 
not only with lubrication, but also with steam pressure, steam 
temperature, tightening of packing bolts by engineers, and with 
other, but minor, features. The variation of friction moment 
affects u the more, the smaller M, and 1, mr L. Vice versa, 
the greater M, and "Z mr L for a given engine, the smaller the 
disturbances caused by changes in friction forces. The latter 
thought, namely to make the spring moment and the centrif- 
ugal moment quite great, is carried into practice by all Ijuilders 
of small engines using shaft governors. For small and medium 
sized engines the magnitude of the spring moment required for 
faultless operation under all conditions is seldom, if ever, de- 
termined by calculation, but by practical tests. 

Both calculation and experience prove that with those 
shaft governors in which the spring forces are transmitted to 
the centrifugal weights through pins, there exists for each 
engine a certain point, above which an increase of spring moment 
does more harm than good, because the friction in the governor 
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pins becomes so great that the reacting or impressed forces 
coming from the valve gear cannot keep the governor vibrating 
or "limbered up" (see also Chapter VIII j. The governor 
becomes sluggish and docs not respond c|uickly to changes of 
load. This undesirable feature can b(; avoided by placing the 
centrifugal mass directly on the spring (sec Fig. 54;, or by the 
proper arrangement of inertia masses. 

The doubly beneficial influence of tangential incTtia in 
shaft governors was recognized at a comparativ(»ly c^arly time 
in the history of such governors. First, tangential inertia 
steadies the governor again.st impressed forces reacting from 
the valve gear (see Chapter VIII; ; and scjcond, it prevents 
racing and hunting no matter whether the spe<;(l drops off as 
the load comes on, or whether it rises fsee i)anigrai)h 3 of 
Chapter IX). The latter effect of tangential incjrtia was ex- 
ploited to obtain reversed apitcil curves fhighcir specjd at full 
load than at no load;, but the usc! of "we-don't-care-what-thr?- 
speed-curve-is " governors on engines driving alternators brought 
stem realization of the fact that, at Icjast for the puri)os^» of 
driving alternators in paralk?!, a gradual and steady ris<* of 
the speed is re<iuired as the load drrjps r>ff, and that every 
other arrangement is a positive failure. One firm after another 
had this (often quite expensive; experienee, between the yr-ars 
1900 and 1905. The rf.sult is that tlie .-tatern^rit made above 
concerning a sufficiently great -pring niorn^'nt to maintain a 
steady speed rise in >pite of reasonable variations of friction 
holds good for all pre?^ent-day riliaft govrTnors. 

In \new of thi.s explanation, it will jiay to make the fri||f>w- 
ing comparatively ^imj^le. although rathf-r tedious, ealeulation, 
whenever a new .-ize or type of sFiaft goverrir>r i-^ to be built.. 
For all friction foreen L.-.-:ime maximum and minimum values 
within reaft/inal/le liniit.-. For guidance in thi.s a.-.sumption 
the coefficient of fri^-lion may 1>^; varied from thf- low value of 
1^ to the high vixhif: (A 12';. Comi>ute the fri^-tion moments 
with both of the-re value* for three or four iKj?^ition.s ^configura- 
tions; of the j:oven»or. a.s indicated in paragraphs 4 and 5 of 
the prcsc-nt rhii^tf-r. and -iib.rtitute in equation '2 . In either 
u mu--t ri.-e gradually from full load to no load. If it does 
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not, either the static fluctuation p, or the spring moment M„ 
must be increased, or else the location and arrangement of the 
spring must bo changed, as explained below. 

The rapid growth of the steam turbine in central stations 
limits the use of shaft governors for close-regulation alternating- 
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/Weight 



current work more and more. For 
that reason a detailed example of 
the above outlined calculation 
would benefit only very few readers. 
It is, therefore, omitted. 

The following brief remarks will, 
however, be of interest. Each 
speed moment, if plotted against 
angle of swing of governor weight, 
is part of a slightly distorted sine 
curve. The distortion is caused by 
'"^' * the fact that the governor is not 

isochronous. The spring moment can never be made to be a 
sine curve, because both spring force and its lever arm vary, as 
the governor moves in or out. Consequently, it is quite difficult 
to make the spring moment coincide with the sum of the other 
moments as required by a gradually and steadily rising speed, 
if either the main centrifugal mass or the eccentric turns 
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Fio. 52 
through a large angle. Large in this case means more than 50". 
If the main centrifugal ma.ss is large compared to the influence 
of other moments, and swings through an angle not exceeding 
30°, the problem of securing a steadily rising speed is very 
easily solved. This feature deserves consideration in the design 
of new shaft governors. 

As an illustration of the complications introduced by the 
swinging nf weights or eccentrics through large angles, the well 



SHAFT GOVERNORS 



73 



known Thompson governor of the Buckeye Engine Co. may 
be cited. The eccentric is turned through about 110'"' on the 
shaft, BO that the spring must balance a moment which ia 
roughly of the form K sin i -i- K' simM i -f i'), where i is the 
angle through which the lever arm (carrying the centrifugal 
weight) swings. For many years after its introduction, this 
governor was not fit for close regulation. It was made fit by 
the addition of auxiliary springs which oppose the main springs 
in the inner position 

of the governor and Fixed 

go out of action 
somewhere near the 
central position of 
the weights. Even 
with this ingenious 
pxpedicnt, the 

[ovemor is sensitive 

I changes of fric- 

on in eccentric and 

iston valves. 
In the detail 
Calculation of 
f«prings of shaft 
governors many 
influences which, at first thought, seem too trivial to have 
much effect, must be considered. Among them is the in- 
fluence of the mass of the governor springs. Not only does 
the spring exert a centrifugal moment which must be taken 
jsare of in the balancing of the various momenta, but 
[ucntly the centrifugal force distorts the spring so that 
th its force and its line of action are altered. This condi- 
tion is illustrated in Fig. ol. The system {2){3)U)(5) 
rotates rigidly about point (3). Roller (5) keeps the spring 
from bowing out. If this roller is removed, the center line 
pf the spring assumes ii parabolic shape as indicated in an 
^crated mamier by the dotted lino {!){/,). The centrif- 

W 
force tending to bow the spring out is — « u' where W is 

g 

le weight of the spring Tlie meaning of s is clear from Fig. 51. 




Fig. 53 



^-.(;are 
Hfreqi 

■both 
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If S is the elastic force and I the length of the spring before, 
and 5' and V the corresponding values after bowing out, then 
S' V 



I 



but /' is found from the relation that the center line 



of the spring becomes an arc of a composite curve which is 
BO shallow that it can be replaced by a parabola. Hence 

i' = i{l + 6 t^), where i follows (see Fig. 52) from the relation 

i = — — -T-. From these relations both change of spring force 
fl 2 o 

and change of lever arm can bo computed. 

In modern shaft governors 
for poppet valve engines with 
lay shafts it is customary to 
place the springs just as close 
to tlie shaft as possible (see 
Fig. 53). The centrifugal force 
of the spring in this case is so 

small as to be without noticeable 

effect. 

Centrifugal force of the 
spring also has a component in 
the direction of the spring. 
However, the influence is small 
and can be taken care of by 
adjustments described below. 

In some of the best shaft 
governors, leaf springs are used. 
If the spring is held as indicated in Fig. 54, the nature of the 
fastening is somewhat uncertain. It is common to figure the 
spring as if it were a cantilever, built in at point (?) and loaded 
at point (I). Actually it is held at points (i?) and (3) and can 
deflect between these points. This feature should be taken care 
of in the calculation. The spring is a beam which is semi- 
constrained at (3), supported at point {H) and loaded at 
point (i). While an exact mathematical solution may be diffi- 
cult, careful judgment allows a very close approximation. 

The exact predetermination of all forces m a shaft governor 
places an enormous amount of work on the engineering depart- 
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ment. For that reason it is often preferable not to be quite 
so particular in the calculations^ but to allow for all kinds of 
adjustments; so that the man m the field can work out his 
own salvation. Although the foregoing explanations contain 
the principles upon which all adjustments should be based^ 
the effects of the more important adjustments will be briefly 
considered. 

(1) Change of spring tension. A change of initial spring 
tension is equivalent to adding or subtracting a constant 
spring force throughout the range of governor motion (with 
the exception of the disturbance caused by the centrifugal 
force of helical springs). An increase of spring tension increases 
the speed, but decreases stability and static fluctuation; a 
decrease of spring tension decreases speed but increases static 
fluctuation and stability. 

(2) Change of spring leverage. If the movable end of a 
helical spring is shifted along the weight arm in such a way 
that its tension in mid-position of governor is not altered, the 
spring moment changes directly as the spring leverage. The 
change in spring moment necessitates a corresponding change 
of centrifugal moment, which means a change of equilibrium 
speed. A greater spring leverage works the spring through a 
wider range of deflection, which means a greater variation of 
spring moment between full-load position and no-load position, 
or briefly an increase of static fluctuation and of stability. 

It is possible to locate a slot in the weight arm in such a 
way that while the spring leverage is increased, its tension is 
decreased, with the result that the speed of the engine is not 
varied by the adjustment. In this case only the stability and 
static fluctuation are varied, the speed remaining constant. 

In practice a variation of spring tension is a good deal easier 
than variation of the spring leverage, because it calls simply 
for the adjustment of the tension screw, whereas it is necessary 
to slacken the spring almost all the way in order to shift it 
along the lever. Slight variations in speed are therefore mostly 
accomplished by variation of spring tension. Engineers know 
that practice bears out theory, because by increasing spring 
tension farther and farther they "strike a racing point," which 
necessitates an increase of spring leverage. 
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(3) Adjustment of fixed end of spring in a circular slot, 
concentric with point of attachment of movable end of spring 
in mid-position of governor (see Fig. 55). This has tlie effect 
of varying the lever arm of the spring for a given position of 
the governor and of varying 
the rat io of lever arms in the 
full-load and no-load posi- 
tions. This adjustment 
offers very good means for 
making the spring moment 
balance all other moments 
with a steady speed curve 
throughout the range of 
governor motion, unless the 
angle of swing be too great. 
(4) Adjustment of 
quantity of centrifugal mass. 
From equation (2) of this 
paragraph it follows that 
addition of centrifugal weight (increase of m) reduces the speed, 
and, vice versa, that reduction of centrifugal mass means an 
increase of speed. From the same equation it follows that the 
stability and static fluctuation remain unchanged only on condi- 
tion that each and every centrifugal mass is changed in the 
same ratio (not only the so-cailed centrifugal weight). 

There exist additional adjustments which the man in the 
field can make, .\mong them are : shifting the mass center of 
one or more of the centrifugal wciglits; changing the number 
of active leaves or coils in a spring ; bringing into action an 
auxiliary spring for part of the travel ; and others. However, 
any one of these adjustments should not be made blindly, 
without full knowledge of the theoretical effect which they 
have. They should be tried only after thorough discussion 
with the designing engineer. Adjustments of oil gag pots and 
friction brakes are, of course, frequently made. For such ad- 
justments see the chapter on cj'clical vibrations of governors. 
Rcfcruiccs U> Bibliogniphy at euil of book: 36, W, 60, Bl, 68, 69, 74. 




CHAPTER VII 

NATURAL PERIOD OF VIBRiVTION OF A CENTRIFUGAL GOVERNOR 

In paragraph 2 of Chapter III that force was discussed 
which returns a stable governor to its position of equilibrium, 
after the governor has been displaced from that position. From 
Fig. 17 it follows that the restoring force is proportional to 
the displacement, so that the frictionless governor makes sine 
harmonic vibrations about the position of equilibrium. In 
reality these vibrations are more or less damped, the damping 
depending upon the internal friction of the governor. From 
mechanics the fact is known that solid friction does not change 
the period of vibration. 

In general, the natural vibrations of a governor are of no 
importance. They become of importance if their period coin- 
cides, or nearly coincides, with that of the forces impressed upon 
the governor by the valve gear. Knowledge of the natural 
period is also necessary for determining the stability of regula- 
tion. In order to prepare for these interactions between 
governor and prime mover, a method will now be given for 
computing the period of natural vibrations. 

From mechanics the time of a complete vibration is known 
to be 



= 27r/^ 



vibrating mass 



restoring force per unit displacement 

In this equation both the vibrating mass and the restoring 
force must be referred to the same representative point. If, 
for instance, the restoring force is measured in the direction 
of centrifugal force at the mass center of the revolving weights, 
the motion of all governor masses nmst be referred to that 
direction and to that point. If, on the other hand, the mass 
motion is referred to the governor sleeve, the restoring force 
must also be referred to the sleeve. For the method of such 
reduction sec below. 
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Prom paragraph 2 of Chapter III the restoring force per 

2 C p 
unit displacement is loiown to be for a straight-line 

To— Ti 

. characteristic. If the characteristic is curved, p is taken from 

I the tangent to the characteristic, as previously explained, at 

the position of equilibrium. The vibration takes place about 

the latter position. Substitution of the restoring force furnishes 



= .v^ 



'2 m, (r. 



->■.) 



■d) 



pC 

In this equation m, is tiie equivalent mass. Tlie metliod of 
finding the equivalent mass is illustrated by Fig. 56, in which 
two closely adjacent positions of a governor have been drawn. 
If for the present only the weights Q ' and W are considered, the 
equivalent mass is 

_ 2 W(dsy+Q(dh)' ^jj, 



(*)■ 



4 

hat ^ 
md I 



The square of the travel results from the double effect that 
first the greater travel requires greater accelerating force and 
that second this force acts with a longer lever arm, 

If all forces and mass motions of a governor are referred 

to radial direction, the equivalent mass m, for any system of 

• ■ t M *■ 2:m(ds)'' 

masses is given by the equation m, = - — . , -, where m is any 

mass in the system and ds is the space through which it travels, 
while the centrifugal mass travels dr radially. In any governor 
the value of m, may be expressed by the angles, lengths of arms, 
etc., but it is usually easier to use the method indicated above, 
that is to say, take the travels directly from two positions of 
the governor. 

If a governor is connected to a valve gear, its period of 
vibration changes, because the mass of the valve gear parts 
has to swing with the governor and enters into the sum of all 
masses times travel squared. 

As an example, the time of vibration of the loaded Watt 
governor shown in Fig. 56 will now be computed. 
' Q - weight ot i coimterpoisc. 
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For this governor, the equivalent mass reduced to radial 
travel (from p. 78, equation 2) equals 



vie = 



254 X 3.38^ + 268 X 3.25- _ ^o p pounds sec^ 
32.2 X 2.52 "■ ^'^ ft. 



This expression gives a mean value, because finite paths Dr, 
Ds and Dh have been used instead of the corresponding dif- 
ferentials dr, ds and dh. 

From p. 31 the restoring force per unit displacement is 

dC C 

known to be 2 = -7- — — , or 2 = tan k — tan i (Fig. 16), where 

a r r 

k is the angle which the tangent to the characteristic curve 

makes with the base line, and i the angle which the straight 

line drawn from the same point of tangency to the origin makes 

with the base line. The tangents are obtained by forming the 

ratios of the drawing lengths of the two short sides in the right 

angle triangles and by multiplying each length by its scale. 

Thus we obtain: 

z = -rr- — 7-rr = 340 pounds per ft. of radial displacement. 
.55 I.Jo 

By substitution we obtain the period of vibration 

,,, ^ 4 /^« ^ ^« A /28.6 ^ ^^ 

r„ = 2 TT V — = 6.28 V ^^7;^ = 1-82 seconds. 
^ z ^ 340 

References to Bibliography at end of book: 14, 36, 37, 83. 



CHAPTER VIII 

EFFECTS OF OUTSIDE FORCES IMPRESSED UPON GOVERNORS 

1. Resistibility. — The power-controlling mechanisms which 
are adjusted by governors may be broadly divided into two 
classes, namely 

(1) Devices which offer passive or friction resistance only 
to the governor, 

(2) Devices which react upon the governor and tend to 
cyclically displacfe it from its position of equilibrium. 

The features of the governor which are valuable in dealing 
with the first class of mechanisms are strength, work capacity, 
and, for certain cases, tangential inertia, sec Chapter 11. 

The feature which is valuable in dealing with the second 
class of mechanisms has not received much attention from 
writers and has, therefore, no recognized name in any language. 
Since the feature in question is the ability to resist, I have 
adopted the term ''resistibility.'* Dr. Proell uses the term 
"moment of resistance'^ for shaft governors. 

The necessity for this property in governors subjected to 
great reaction will easily be realized. Heavy intermittent 
forces from the valve gear throw a light governor back and 
forth, causing unequal and irregular power distribution, and, 
consequently, great speed fluctuations. And yet the light, 
but, in this case, useless governor may be very strong, because 
the strength, in the sense of paragraph 1 of Chapter II depends 
upon mru^; and r u- may be very great, offsetting the small- 
ness of m. It will presently be shown that resistibility is indeed 
closely related to the mass of a governor. 

Returning to the statement that light governors are thrown 
back and forth under the influence of vibratory forces, we are 
forced to admit that the actual motion of such a governor is 
not amenable to mathematical treatment, except through 
repeated semigraphical point-by-point integration, which is, 
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of course, too slow for any practical purpose. The difficulty 
is partly caused by the interaction of governor and prime mover. 
/Vny motion of the governor affects the speed of the prime mover, 
and variation of the speed moves the governor. This motion 
is superposed over the cyclical vibration impressed upon the 
governor by the valve gear. The latter motion is modified by 
the natural vibration of the governor (see Chapter \T^I) and 
by the resistance of solid and liquid friction. From these facts 
it is evident that an analytical solution of the problem of finding 
the motion of the governor is out of question. 

Fortunately, a complete solution of this problem is not 
needed for practical purposes. Since it is not permissible to 
have governor motions of such a magnitude that they disturb 
power distribution and vary the speed of the prime mover, 
governors must be made resistant enough to prevent excessive 
vibrations, and the influence of such speed variations may, in 
consequence, be omitted from the study of cyclical governor 
vibrations. The problem then is to make governors resistant 
enough to limit vibrations (caused by reacting forces) to a 
small fraction of the swing or travel of the governor parts. For 
the solution of this problem the knowledge of certain facts con- 
cerning vibrations is required. For that reason they will be 
briefly reviewed. 

If a mass is subjected to a cyclically fluctuating force, and 
is not affected by any other force, it performs a vibration which 
can easily be computed in every detail. It is called the im- 
pressed vibration. Mass furnishes the only opposition limiting 
the amplitude of the impressed vibration. The impressed 
vibration is modified by friction, both liquid and solid, and by 
the natural vibration. The latter may magnify or diminish 
the amplitude of the impressed vibration, depending upon the 
ratio of their frequencies. If that ratio is near one, and if 
there is very little friction, very large amplitudes result. As a 
matter of fact, governors with very small friction, when used 
in connection with reacting valve gears, have occasionally 
struck that coincidence of frequencies which in mechanics is 
called resonance. Under such conditions a frictionleas governor 
is useless and friction must be added to make it useful, usually 
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much to the dismay of the designer who tried to produce cor- 
rect regulation by the use of a frictionlcss governor. Fortu- 
nately, a relatively small amount of friction suffices to prevent 
undue magnification of the impressed amplitude. 

In paragraph 2 of Chapter IX proof is furnished that a 
certain amoimt of friction is needed in any governor to insure 
stability of regulation. And such an amount of friction is needed 
that resonance (magnification of impressed amplitude) cannot 
occur, if regulation is to be stable. For this reason resonance 
may also be dismissed from the discussion. 

There remains then only the amplitude of the impressed 
vibration, damped by solid and liquid friction. Friction reduces 
the amplitude of any vibration and thus increases rcsistibility. 
This brings up the question to what extent friction should be 
depended upon to furnish rcsistibility. No generally apphcable 
answer can be given, for the following reasons: The amount 
of friction which is necessary in a governor to produce stability 
of regulation varies with the promptness of the governor and 
with the kinetic energy stored up in the rotating masses of the 
prime mover per horse power of capacity (see paragraph 2 of 
Chapter IX). A considerable increase of friction over the amount 
which is necessary for stability of regulation does harm, because 
it delays the governor, when the latter is adjusting the power- 
controlling mechanism after a change of load, and thereby 
causes undue and excessive speed fluctuation. This uncertainty 
of the permissible amount of frietional damping in governors 
makes it advisable to depend mainly upon mass for keeping 
down the amplitude of cyclical vibrations and to depend upon 
friction to a limited extent only. If a rule is wanted, the fol- 
lowing will serve as a rough guide. Use a governor with suf- 
ficient mass to reduce the amplitude of the impressed vibration 
to 1§ times the permissible amplitude, and obtain further 
reduction of amplitude by solid or li(iuid friction. Just what 
amplitude is permissible will be considered in the next 
paragraph. 

Solid friction is very effective as a damping agent ; however, 
several precautionary measures must be observed to make its 
use successful. In governors, such as shown in Figs. 2 and 4, 
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great centrifugal forces are transmitted through the pin joints. 
The diameters and lengths of these pins are usually made very- 
small for the purpose of reducing friction, and the joints wear 
considerably, if the governor vibrates. It is, therefore, much 
better to make the pressure between the rubbing surfaces so 
small that wear is very slow. Furthermore, it is advisable to 
make the friction adjustable and to arrange the parts so that 
slight wear does not noticeably vary the fric- 
tion. Finally, it is desirable to keep oil away 
from the rubbing surfaces, so that a varying 
amount of oil may not disturb the proper fric- 
tional damping. Figure 57 shows an arrange- 
ment which embodies these features and 
which has given satisfaction. 

While resistibility is easily defined as ability to resist im- 
pressed forces, a mathematical defmition is impossible, because 
both mass and friction share in the resistance. If friction is 
omitted from the discussion, resistibility becomes (in spindle 
governors) simply equivalent mass of governor at the sleeve 
or collar of the latter, and, in shaft governors, equivalent mo- 
ment of inertia of governor parts about the .'^iiHpcnsion point 
of the eccentric. For this reason, 
makers of direct-acting governors | . .. i ,,... Ji 
should give the equivalent mass of 
each size of governor in their cata- 




While it is evident that valve 
gears which impose great alter- 
nating or vibratory forces upon the 
governors require the latter to be 
quite heavy and massy, it is less 
evident how that mass should be ' '"' "" 

distributed in the governors for best advantage. For the 
purpose of reducing amplitude of impressed vibration, the 
governor mass need not be so arranged that all of it pro- 
duces centrifugal force. For reduction of cyclical vibration, 
the mass is very effective, if arranged as shown in Fig, 58, 
where both mi and ni; contribute to the resistibility, wherea-^ 
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mi only produces centrifugal force. However, the expedient 
of placing a large part of the governor mass outside of the 
governor proper considerably reduces the promptness of the 
latter and causes great fluctuations of the speed, whenever the 
load changes suddenly (see Chapter IX). It must not be used 
where close regulation is essential. In the latter case it is much 
better either to use a larger-size governor, or else to arrange 
the additional mass in the governor in such a manner that 
it furnishes tangential inertia acting in the right direction (see 
paragraph 2 of Chapter II). In that paragraph proof was fur- 
nished that the regulating force due to tangential inertia is 
proportional to the change of load of the engine. Paragraph 
3 of Chapter IX contains proof that tangential inertia increases 
the stability of regulation. As before stated, it increases 
resistibility without increasing centrifugal force. Since in a 
vibrating system a comparatively small centrifugal force 
su£Sces to adjust the position of equilibrium, tangential inertia 
furnishes the ideal vibration-resisting force. Of all types of 
governors, shaft governors are subjected to greatest fluctuating 
forces. The use of tangential inertia in shaft governors, which 
was introduced by American engineers shortly after the 
year 1890, is, in consequence, well justified and is correct 
engineering. 

References to Bibliography at end of l)ook: 23, 28, 60. 

2. Cyclical Vibrations of Governors. — As explained in the 
preceding paragraph, the necessary resistibility of a governor 
is determined by the impressed force (resp^y moment) and 
by the permissible amplitude of the vibration of the govern- 
or. The latter is determined chiefly by the consideration 
that, for a constant load, the supply of energy must be the 
same, stroke after stroke of the engine. A governor vibrat- 
ing too much will strike the stops, if the load is either very 
light or very heavy. The result is irregular motion of governor 
and of engine. Besides, vibrations of large amplitude wear out 
the governor in short time, unless it was specially designed for 
such service. 

Both reciuircments, namely that of clearing the stops, and 
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that of avoiding wear, refer particularly to spindle governors. 
The latter are commonly so adjusted that their total available 
travel just varies the energy supply between the limits of no 
load and full load, which means that a vibrating governor strikes 
the stops near the extreme ends of its travel. In spindle 
governors a third feature enters, namely the visibiUty of the 
vibration. Engineers seem to have an instinctive feeling that 
a vibrating governor is WTong, and take steps to quiet it. 

Matters are very different with shaft governors. The 
vibrations are not visible and, for that reason, do not interfere 
with any preconceived notion of operating engineers. Experi- 
ence with vibrating shaft governors has taught designers to 
make the supporting pins of liberal proportions so that wear 
is slight. Furthermore, the valve gear is frequently of such 
nature that the governor stops can be placed considerably 
outside the limits of no power and of maximum power. In 
that case the governor can (and usually does) vibrate with a 
considerable amplitude without producing any harmful effects 
upon regulation. 

Evidently, relatively greater vibrations can be permitted 
in shaft governors than in spindle governors, unless the latter 
are designed for cychcal vibrations. It is also e\'ident that a 
large number of circumstances influence the greatest permissible 
ampUtude so that no universal figure can be given for that 
quantity. The following values may, however, be used as a 
guide for average conditions: 

For spindle governors, maximum permissible amplitude 
equals ^ of governor travel, so that maximum displacement 
equals iV of governor travel. 

For shaft governors, maximum permissible angular ampli- 
tude equals ^3 of total angle, so tliat maximum angular dis- 
placement equals J of total angle. 

These are limiting values, and it will pay in practice to 
keep the amplitude of cyclical vibrations somewhat below these 
values. It should be noted that the tendency of some designers 
to keep any and all impressed forces away from governors for 
the purpose of entirely eliminating cyclical vibrations is funda- 
mentally wrong. In paragraph 4 of Chapter II, mention was 
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^e of the fact that vibrations reduce or eliminate friction 
find the time lag (detention) caused by it. Consequently, 
1- moderate cyclical vibrations of governors are beneficial. Their 
action in eliminating friction may be analyzed as follows: 
Let Q be the regulating force which tends to move the governor 
collar at a given instant. Let F be the resisting frictional force, 
and let F be greater than Q, so that the governor would not 
move, if it were not for the effect of the impressed cyclical 
vibration. Let ^ 8 be the ampUtude of the latter. While the 
governor collar moves in the direction of the force Q, the latter 
acta into the space s and puts into the governor the work Qs 
in the shape of kinetic energy, so that the governor moves its 
center of vibration the distance Qs/F in the direction of Q. 
Dxiring the return travel against the force Q, the latter reduces 
the kinetic energy of the governor the amount Qs so that the 
center of vibration is again shifted the distance Qs/F in the 
direction of the force Q. With each complete vibration, the 
collar moves the distance 2 Qs/F, which means that any force, 
no matter how small, will affect a vibrating governor and will 
move it. Skillful and experienced designers make use of this fact. 
The problem of so selecting the resistibihty of the governor 
that the amplitude is kept within the desired moderate limits 

i consists of two separate problems, namely 
r (1) Ascertaining the impressed force or moment as a func- 
pon of time, 
I (2) Double integration of the resulting linear or angular 
acceleration. 
f The first part, namely the determination of the impressed 
force or moment, is really a problem of engine or valve gear 
design. The great diversity of valve geai-s prohibits a detailed 
discussion, so that the latter must be limited to a few remarks 

» concerning general guiding principles. 
Forces reacting upon the governor are caused by friction 
of valves and valve gear parts, by inertia of valves and valve 
gear parts, by unbalanced steam pressure and by unbalanced 
weights {in shaft governors). In the case of releasing gears the 
[. principal force is the friction between the catchblocks which, 
I turn, is determined by the force required to drive the valves. 
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This latter force is found as below given for automatic valve 
gears. 

In the case of non-releasing valve gears ail inertia Forces 
are computed on the basis of the valves being moved by a 
non-vibrating governor. To this end the displacements of all 
moving valves and valve gear parts from their respective 
midpositions are plotted against time. The second derivatives 
of these curves furnish the accelerations which later, upon 
multiplication by the respective moving masses, furnish the 
inertia forces Forces caused by friction of valves and by un- 
balanced steam 
pressure on valve 
stems are com- 
puted from the 
"i well known laws 
of mechanics. 

In Fig. 69 the 
upper curve is an 
example of an im- 
pressed moment 
plotted against 
time (one revolu- 
tion of the 
engine). The 
curve should not 
be taken as repre- 
senting alt pos- 
sible cases. On the contrary, curves of impressed momenta arc 
most varied in shape and depend very mucli upon the type of 
valve gear. 

From the moment curve the amplitude is found by a double 
integration. If the impressed moments are divided by the 
moment of inertia of the governor parts/ the moment curve 

' For llip governor. Fig. 8, the moment of inertia is with sufficipnt aocurary mass 
(4) limes It' plus mass (5) times V plus moment of inertia of conueeting link. For 
ft governor of the type of Fig. 9 both improssed moment mid moment of inertia 
must be referred to either point U) or else to point {o). If (i) is maJe the point of 

reference, the moment of iucrlia is rouglily J = iin I,' + im i,' f -' j 
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becomes a curve of angular accelerations which, upon being 
integrated once furnishes angular velocity of vibration. The 
second integration furnishes angular displacement. Each 
integration can be carried out cither by the addition of mean 
ordinates, or by the use of a planimeter. Or else the double 
integration may be accomplished in one operation by the 
drawing of an equilibrium polygon. It is evident that in a 
cyclical vibration the mean value of the angular velocity of 
vibration must be zero and that likewise the mean value of 
the impressed moment must vanish. This fact must be observed 
in the integration. In the foregoing the influence of friction 
has been neglected. Reasons for the advisability of neglecting 
it were given in paragraph 1 of the present chapter. 

For a fairly complete solution the whole calculation should 
be made for at least three positions or configurations of the 
governor. While the work 
is not difficult, it is certainly 
long and tedious so that a 
healthy guess is usually con- 
sidered the lesser evil. 

A great deal of trouble 
has been caused by cyclical 
vibrations due to unbalanced 
weights in shaft governors. 
Although this type of govern- 
or has not the importance 
to-day which it had at the 
end of the nineteenth cen- 
tury, a brief discussion of the underlying principles will even 
at this date be helpful to a large number of engineers. 

Figure 60 diagrammatically represents a shaft governor 
with an unbalanced weight such as is used for instance in the 
Rites governor. (/) is the center of the shaft. (2) is the sus- 
pension point of weight W whose mass center is (3). The sys- 
tem rotates about (/) with uniform angular velocity u. Spring 
(4) is so dimensioned that it balances the centrifugal force of 
W in any i)ositi()n. 

The motion of weight W can be found under the following 
simplifying assumptions : 
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(1) The angular displacement of the weight is so small 
that it can be neglected compared to the average value of 
u t which, of course, is 45°. 

(2) Effects of friction and of resonance are neglected. Jus- 
tification for these simplifications is given in paragraph 1. 

The angular acceleration of the weight W (the moment of 
inertia of which about point (2) is J) is 





<Pi du W L sin u t 
dp ~ dt ~°'' J 


By integrating 


twice we obtain first 




Du - - — T cos ut+K 


and then 






Di= - ^YT ^'"^ ul + K t-^- K' 



u' J 



Di = 



WL . . , , ,. . . WL 

- ——r sm u t with angular amphtude of * ~r-r. . 



.(1) 



Equation (1) teaches that Di reaches a maximum (negatively), 
when sin u t becomes a maximum which occurs in point (5) of 
Fig. 60. In points (6) and (7) sin u ( = so that there is no 
displacement. The effect of gravity in this simple case then 
consists in lifting the center of the (slightly distorted) circle, 
W L^ 



which the weight describes, the distance - 



If H is the 



radius of gyration of the weight W, the distance which the 

■ For thp benefit of l.hoee who itre not versed in intt^alion, it has been done 
graphically in the Appendix, Fig. 139. 



« 



where K and A" are constants the values of which depend upon 
the location of the zero line as shown in Fig. 59. Du is the 
change in angular velocity, or the difference of angular velocity 
between weight W and shaft (1), or, in other words, the rela- 
tive angular velocity of weight W. For a cyclical vibration 
the average value of Du must vanish, and to have that occur, 
K must equal zero. The same reasoning holds true for Di 
and K'l so that the angular displacement of vibration becomes 
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weight is rolled becomes - 



The center of the 



(ircle described by the eccentric which is United to the weight 
\V is likewise shifted. The direction of the disiilacemenl de- 
pends upon the kinematic connection. Early expcrimontera 
were surprised to find the raising of the path of the vibrating 
weight; but this fact appears quite simple and natural, if 
comparison is made with the ordinary pendulum, in which the 




Average location of the mass center is higher during vibration 

an it is when the penduhim is at rest. 

Other experimenters doubted the raising of the center of 

fthe path, because they had found a ehifting to one side. AgaJu 

ihe explanation is not difficult. From tlie theory of vibrationa 

it 18 known that friction causes a phase lag which, in the case 

of resonance, reaches the value of 90°. Evidently, the actual 

Idirection of the displacement varies with the friction so that 



92 GOVERNORS AND THE GOVERNING OF PRIME MOVERS 

it is advisable not to count upon any given direction, but rather 
to kepp the amplitude of vibration within safe limits as pre- 
viously given in this paragraph. For a given angular velocity 
u of the governor shaft the displacement may be kept small 
bymaking radius of gyra- 
tion H large compared to 
mass radius L. For small 
values of u, say for less 
than 150 revolutions per 
minute, the requirement 
^^°' ^"^ ofsmall amplitude means 

(with a single centrifugal weight, as in Fig. 60) so small a value 
of L that the centrifugal moment becomes insufficient for speed 
counting. The use of a single weiglit is, therefore, inadvisable 
for slow speeds, and double weights, partly or wholly balancing 
each other, must be used. 





An actual case from the author's practice will serve to illus- 
trate those theories. The Rites shaft governor shown in Fig. 
61 was originally built with a single annular weight Wu The 
suspension point of the latter is at (5); its mass center is at (S). 
The center of the eccentric smngiug rigidly with weight Wi is 
at {S). The governor was noisy, making a hammering sound. 
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Indicator cards taken from the engine had the shape given in 
Fig. 62. A pencil point fastened to the eccentric rod close to 





Fia. 64 

the governor described the egg-shaped curves reproduced in 
Fig. 63. The outer curve is described with full load on the 
engine. The spring holds the governor against the stop most 
of the time so that the 
metion of the eccentric is 
almost symmetrical. The 
inner curve is described 
with a partial load on the 
engine. It is shifted both 
upward and sideways. To 
remedy matters, the weight 
Wt with suspension point 
{6) and mass center (7) was 
added, and was connected 
to "FTi by a link. The two 
weights now almost balance 
each other against gravity. The results were very satisfactory. 
Figure 64 shows the curves described by the same point on the 
eccentric rod after the change, and Fig. 65 shows the correspond- 
ing indicator cards. The hammering of the weights in the 
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governor had entirely disappeared. Of course, a new and 
stronger spring (4) was installed, because the addition of the 
second weight W2 increased the centrifugal moment for the 
desired speed. 

Cyclical vibrations of governors are also caused by the 
interaction of governor and prime mover. Their period differs 
from that of the vibrations studied in the present paragraph. 
They are dealt with in Chapter IX. 

References to Bibliography at end of book: 28» 40, 60, 59» OS, 70. 




CHAPTER IX 



INTERACTION BETWEEN DIRECT-CONTROL GOVERNOR 
AND PRIME MOVER 

1. Action of Governors Regulating Prime Movers. — In 
paragraph 1 of Chapter I the statement was made that govern- 
ors are used to keep some one quantity practically con- 
stant while the output of a prime mover varies. The purpose 
of the following investigations is to find out to what extent 
the aim of keeping angular velocity practically constant has 
been realized. 

In Fig. 6G load or output has been plotted against time, and 
two changes of load have been indicated, one, (1)(2), sudden, 
and the other, {S){4), 
gradual. In an ideal 
regulation the gover- loac 
nor would follow the ooivrn 
change of load with- "'"'" 
out time lag. In that 
ideal case the broken 
line il)(^){3)U) 
would also represent 
governor position. 

In reahty, governors have mass which requires time for its 
acceleration, so that a time lag exists between load and governor 
position. During the interval of lack of coincidence between 
load (power consumed) and power generated, the difference of 
work causes a rise or fall of speed which, in turn, affects the 
motion of the governor. 

In the language of mechanics, the governor and the prime 
mover form a system with two degrees of freedom. Translated 
into everyday language it means that the position of the 
governor determines the rate at which the speed of the prime 

ver varies, and that the speed of the prime mover determines 
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the force which tends to change the position of the governor. 
To every load on the prime mover there belongs a certain 
position of the governor, and to every position of the governor 
belongs a certain speed, but these two variables — (1) governor 
position, (2) speed of 
prime mover — are free 
to vibrate about their 
equilibrium values. 

In the motion result- 
ing from a change of 
load a broad distinction 
must be made between 
the two following cases: 

(1) Following a disturbance of equilibrium the governor 
reaches its new position of equlMbrium after a finite number 
of vibrations the amplitude of which continually decreases (see 
Fig. 67). 

(2) The governor performs vibrations with ever increasing 
amplitude about its new position of equilibrium and never 
comes to rest (Fig. 68). 

Case No. 2 is, of course, worthless; case No. 1 is the only 
allowable one in practice. Guarantees for closeness of regula- 
tion usually state that for a given and sudden change of load 
the maximum speed 
variation shall not 
exceed a certain 
amount. Any such GoYemor 
guarantee really in- ^cn'a'"' 
volves two promises, '■'^'' 
namely : 

(a) that the rcgu- ^~" '""^ 
lation shall be stable, ^'°- ^ 

(b) that the amplitude of the Grst wave shall be small. 

In accordance herewith the problem of regulation divides 
itself into two problems, to wit 

(a) the investigation of the stability of regulation, 

(b) computation of the greatest speed variation. 

These two problems form the subject of the following para- 
graphs. 
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Between the conditions of stability (Fig. 67) and of insta- 
bility (Fig. 68) lies the limiting case (Fig. 69). In this limiting 
case any change of load releases a vibration which continually 
maintains its original amphtude. The regulation is neither 
stable nor unstable. The limiting case is, naturally, never 
met with in practice, except accidentally, but it marks the 
division line between 
useful and useless, 

and is therefore of Governor 

importance. In ad- '^^J^'J^'' 
dition, it has the '■^^^ 
advantage of being 



Ne^^qittiOf^flf 



Old Position of 



Equilibrium 



Iy ^ Efi/ilibnum 



amenable to mathe- ^ ^*^^ 

matical investigation ^'"* ^^ 

by comparatively simple means. The condition of stability 

will turn out to be independent of the relative load change. 

Hence, stabiUty at any change of load includes the case of 

constant load. If the regulation is stable, the governor will 

not hunt at constant load. 

To make an analytical solution possible, simplifying assump- 
tions must be made. The various existing theories differ 
mainly in the nature of these assumptions. Among the theories 
thus offered, the one put forth by Professor Stodola in 1899 
appears to the author to contain the smallest departure from 
actual conditions. Besides, all the assumptions made by Sto- 
dola are of such nature that the effect of the neglect can be 
estimated. The following principal assumptions will be made: 

(1) There is no time lag between the position of the governor 
(including torque-controlling mechanism) and the torque cor- 
responding to the governor position. In the language of Mr. 
Hartnell (Inst, of Mech. Engineers, 1882), there is no deten- 
tion due to stored-up energy between the regulating device 
and the prime mover.^ 

(2) The action of the governor is continuous. While this 
is no assumption with steam and water turbines, it is a simpli- 
fying assumption for steam and gas engines, where the governor 

* This excludes from the following derivations the rase of the compound engine 
with large receivers or the case of comix)und steam turbines with large receivers. 
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action is intermittent from stroke to stroke. This simplifica- 
tion is well permissible, because the time in which a governor 
finally assumes its new position after a change of load always 
extends over a great number of engine revolutions (see Fig. 70). 
For minor assumptions see the following paragraphs. 

RcterenrPB to Bibliography at end of book: 36, 73. 

2. Limiting Case. — In order that we may proceed from 
the simple to the more complex, the following minor assump- 
tions will be made in this paragraph; 

(1) The governor is free from friction. 

(2) The governor is so large that the frictional resistance of 
the valve gear can be neglefited. 

(3) The radial displacement of the centrifugal weights (mo- 
tion of representative point) is so small that the centrifugal 
force may be considered constant over the range of motion. 

/■Lead Cnongei j 




(4) The torque exerted by the prime mover is proportional 
to the displacement of the governor from no-load position. 

The actions which take place after a change of load has 
occurred are illustrated by Fig. 71. The abscissa; show "posi- 
tion of representative point " which in this paragraph means 
"radial distance of mass center of centrifugal weights from 
center of rotation." .\11 forces and accelerations are to be 
referred to this point and to radial motion, as was explained in 
earlier paragraphs. Instead of this motion, that of the sleeve 
or collar may be used with spindle governors, but the selected 
motion is applicable to spindle governors and to shaft governors, 
whereas the apparently simpler and more easily observed mo- 
tion of the sleeve cannot be used with shaft governors. The 
relation of the diagram (Fig. 71) to the governor proper is 
illustrated by Fig. 72. The meaning of the various ordinates 
of Fig, 71 will become clear from the following reasoning: 
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Let a prime mover develop the balanced torque {1){S) 
and let the load be suddenly reduced to a torque i4)iS), 




then the torque {2){S) becomes unbalanced and produces an 
angular acceleration equal to 

unbalanced torque Mo A 

moment of inertia of rotating masses of prime mover / Ao 



-iis 
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where A/Aa = relative change of load. The change of velocity 
resulting from this acceleration sets the governor in motion, 
slowly at first, because the governor mass must be accelerated 
from rest. This motion of the governor and of the torque- 
controlling mechanism reduces the unbalanced torque and the 
acceleration. Let at a certain time the governor point be x 




Fig. 72 

distant from its new position of equihbrium; then the angular 
acceleration of the prime mover is 

M M^ X 

" = T = T J ^^^' 

the angular acceleration of the governor Is proportional to a 
and depends upon the ratio of gearing between prime mover 
and governor. While the governor moves towards (4), its new 
position of equilibrium, a is positive and the angular velocity 
of the prime mover increases, until point (-{) has been passed. 
The accelerating forces acting upon the governor are dis- 



[ INTERACTION BETWEEN GOVERNOR AN'D PRIME MOVER 101 

losed by the middle diagram of Fig. 71. Line (14){tO){9) 
represents the curve of equilibrium speeds (angular velocities) 
of the governor, or, to another scale, the corresponding speeds 
of the prime mover. The base line for this curve lies down 
beyond the limits of the page. As the governor moves from 
point (1), its old position of equilibrium, towards (4), the speed 
of the system grows. Compare also Fig, 87. Let the rise of 
speed be indicated by the cur\-e {!1){7)(IS). Since for posi- 
tion I, (6) indicates the equilibrium speed, and (7) indicates the 
actual speed, the excess speed (6) 17) causes an unbalanced cen- 
trifugal force which is approximately eciual to 2C — —^ 

(see equation 3 of paragraph 1, Chapter II). Unless this force 
is counteracted by some resistance (and it is at present assumed 
that there is no resisting friction or oil gag pot), it will ac- 
celerate the governor (representative point) until point (9) has 
been reached, that is when actual speed and equilibrium speed 
coincide. But the limiting case — now under discussion — 
of never ending vibrations of constant ampUtude requires that 
the amphtudes on both sides of the position of equilibrium — 
^U(JO) or (.4) (5)— must be equal. Since the accelerating un- 
^Rbalanced forces arc approximately proportional to the excess 
H^Q>eeds, the vertically section lined area {14) {11) {7) {IS) {9) {10) 
^Brepresents to some scale the kinetic energy stored up in 
^■Ihe governor, when it reaches point {9); with conditions as 
* depicted here the governor cannot possibly come to rest at 
{13), but will come to a temporary stop farther away from the 
position of equilibrium than the starting point is. This fact is 
t^evident from a study of the cur\'e of velocity of the representa- 
^Bj^e point at the foot of Fig. 71.^ Regulation by a governor 
Hrdevoid of friction is therefore impossible. This theorem was 
first deduced by Wischnegradsky in 1877. Whether the or- 
dinates of the curve {11} {7) (IS) {9) are right or not does 
not matter; for if the actual curve were not {11) (7) {18) {9}, 

> The overtraveliDg of the govemor ie e&uacd solely liy the inertiu of its massra. 
If centrifugal force could lie produced without mas.i, the present par.igraph would 
^^^e superfluuus. The harmful elTccl-H of mass caa be practically eliminated in relay ■ 
^^■toVcmorB. See the paragraph on that subject. J 
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but the dotted curve lying below it, the governor would shoot 
past the mark just the same, and the amplitude of the vibra- 
tions would increase without limits. 

In order to prevent this undesirable action, and in order 
to bring about the constant amplitude vibrations of the limiting 
case, we must modify the forces acting upon the governor by 
other forces in such a manner that the kinetic energy stored 
up on the way from (//) to {10), or from (1) to (4), is recon- 
verted into potential energy at point (IS). Just what must 
be done to this end is easily seen, if the excess speed (6) {7) 
is resolved into two component parts (6) (5) and {7} {S). The 
two component parts are quite different in their action. The 
part (G) (5) becomes a retarding force after the new position 
of equilibrium — point (10) — has been passed, whereas the 
component {7) (S) remains an accelerating force all the time. 
The forces resulting from these excess speeds have received 
various names. The force resulting from (8) (S) has been 
named "static regulating force" or "regulating force due to 
wrong position," while the force due to {7){8) has been called 
"dynamic regulating force" or "regulating force due to wrong 
speed." In this book the terms "static" and "dynamic regu- 
lating force " are used. 

The areas (11) (14) (10) and (10)(15)(13) are equal, which 
means that any kinetic energy which has been stored up 
in the governor parts while traveling from (11) to (10) is 
reconverted into potential energy on the way from (10) to (IS), 
provided that the static regulating force alone acts, which 
means that the dynamic regulating force must not be allowed 
to act. 

To this end the latter force must always be balanced by 
some external resistance, for instance solid or liquid friction; 
and the question arises: Can a resisting force be found of such 
a nature that it will always just equal the dynamic regulating 
force, and oppose it? In attempting to answer this question 
we must remember that a force diagram as represented by the 
straight line (14) (10) results in a harmonic vibration. From 
mechanics it is known that in harmonic vibration the diagram 
of velocities of the vibrating body, plotted against its position, 
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is either a circle or an ellipse, depending upon the scale of the 
ordinates. Such a diagram of velocities is shown at the bot- 
tom of Fig. 71. But if the motion of the governor point is 
harmonic, the curve {11) (7) (18) {9) is also an ellipse, as will 
be proved further down. The velocity of the governor point 
is, therefore, always proportional to the instantaneous value 
of the dynamic excess speed; and since the force caused by the 
latter is to be counteracted, the counteracting force must be 
proportional to the linear speed of vibration of the governor point. 

An oil gag pot comes very close to furnishing such a resisting 
force. Its resistance grows with some power of the velocity, 
and for the slow motion of a governor the resistance is very 
nearly proportional to the velocity itself. As a rule, the re- 
sistance offered by a gag pot is adjustable. Let it be so adjusted 
that the resistance just equals the dynamic regulating forces 
caused by the excess speeds, such as (7)(S). Then all con- 
ditions are fulfilled for the occurrence of the ''limiting case." 
Discussion of the importance of this case is profitably post- 
poned, untU the greatest speed fluctuation (18) (19) = 2ut 
has been calculated, which will now be done. 

With the dynamic regulating forces always balanced by 
the oil pot, the forces represented by line (14) (15) produce 
harmonic vibrations absolutely identical with those treated in 
Chapter VII. Their equation is x = A cos w t, where A is the 
amplitude (see Fig. 71, bottom), and w is the angular velocity 
of the auxiliary vector (see Fig. 72). The latter (viz. w) and 
the time of natural vibration of the governor are interconnected 

by the equation w = —; substituting for Tn from equation 
(1) Chapter VII, we obtain 

^^2jr^ yC y/27C ^^^ 



TT 2 m«(ro — Ti) jUtA 







In this equation the letters have the same meaning as before, 
namely 

p = static fluctuation, found from tangent to characteristic, 
C = average centrifugal force, • 
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Ao = radial travel of weights (see Fig. 71), 
m, = equivalent mass, including all valve gear parts moving 
with the governor (see Chapter VII). 
T„ (resp. w) determines the time during which the un- 
balanced moments M, top of Fig. 71, can act to vary the velocity 
u of the prime mover. The law which this variation of u fol- 
lows is found in the following manner: The angular accelera- 
tion of the prime mover is (equation No. 1, page 100) 
Mo X A M^ 

"" ^ T Tr A. T '"'""'■ 

But tlic change of angular velocity in the time t is 



/A Afn /* 
aiU = -r -T— \ cos wl d{wt) 
Ao I w J 

(difference of sin wl) , 



^ A Ml 

~ Ao Iv 
If WG start with / ■■ 
initial value of sin w t 



at the vertical 
a and we have 



(3) 

{3} {3) U) ill), the 



Forming the expression sin^ wi + cos- i^( = 1, we obtain 
(Z>u)» , :r'- , 



(A MiY 

\Ao Iw) 



which is the equation of an ellipse. This is the proof for the 
elliptic shape of the curve {11) {7) {18) {9), promised on 
page 103. 

The maximum value for Du, namely u, = (!0)(1S) follows 



Hence 



Mo ^/m,A« 



■ (4) 



^ A Ml ^ A 

Ao I W Aa 

Equation (4) furnishes the magnitude of the never-ending 
speed fluctuation of the limiting case. In the discussion of 
this case the following statements will be taken up: 
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(1) Stability of regulation can always be enforced by an 
oil pot, provided that p is positive. 

(2) The speed fluctuation given by equation (4) is the 
amallest fluctuation possible for a given sudden change of 
load. 

(3) Stability of regulation and smallest possible speed 
fluctuation depend in part only upon the properties of the 
governor. A large part of the responsibility for correct regula- 
tion rests with the prime mover. 

The correctness of statement No. 1 is practically self- 
evident from the reasoning fullowed in the present chapter, 
and becomes very clear from the fitct that the dynamic regu- 
lating force {T){S) of Fig. 71 and 73, no matter how great, 
can always be balanced by 
an oil gag pot. However, 
it may also be deduced 
mathematically from equa- 
tion (4) by the relation that 
regulation is stable as long 
as u, is not imaginary. 
Now, the only quantity 
under the radical which can 
become negative is the 
static fluctuation p. AU 
other quantities are neces- 
sarily positive. Accordingly, the radical can never become 
imaginary as long as ;; is positive. 

It should, however, be thoroughly understood that an oil 
pot, while producing stability of regulation, does not prevent 
changes of speed; when the load changes, it can only keep 
them within limits, the extent of which is given in equation (4). 

For proof of statement 2 refer to Fig. 73. It will be remem- 
bered that the ellipse (}})(7)(1S) represents not only the 
speed changes, but also the oil pot forces of the limiting case; 
from that it follows that damping the vibrations out of existence 
requires a tightening of the oil brake. But the latter action 
retards the motion of the governor still more. The speed must 
vary correspondingly more for the first wave, so that {W)(21) 
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is greater than {W){1S). If, on the other hand, the oil pot 
forces are reduced below the value required for the limiting 
case, the speed fluctuation of the first wave is reduced, true 
enough, but the amplitudes of the governor vibration and with 
them the speed fluctuations continually increase, so that after a 
few waves they exceed u, of the limiting case. 

While the speed fluctuation of a practical case of stable 
regulation (for instance (10) (31) ) can be computed numerically, 
the general solution for this fluctuation presents almost insur- 
mountable difficulties. And since even the numerical calcu- 
lation of an individual case involves exponential functions, the 
use of equation (4), giving the minimum possible fluctuation, 
recommends itself on account of its simplicity. 

For proof of statement No. 3, equation (4) will be trans- 
formed as follows : 



v^l 



-(4a) 



1 .4 Ma . / 2 A, m, 
'' -ZAo I u^ C 



The fraction — equals the relative speed fluctuation. 

u 

1 .4 Mo 

It can easily be shown that the factors - -r- -r~ depend 

2 Ao I u 

upon circumstances over which the governor has no control. 

For — is that fraction of the total capacity of the prime 

mover which is suddenly put on or removed. For the develop- 
ing of complete sine harmonic vibrations the upper limit of 

this fraction is l. If values of -^ between J and 1 are con- 
sidered, the total speed fluctuation {IS) {19) of Fig. 71 camiot 
develop, but equation (4) may still be used as an approximation 
for finding the fluctuation (/O) (IS) of the first wave. Evi- 
dently the speed fluctuation is proportional to the fraction of 
total load suddenly removed or applied. 

Mo 
The factor — is of particular interest. It has a physical 

meaning which is revealed by a test for dimensions. Substitu- 
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■ 

tion of dimensions for moment; moment of inertia and of 
ai^ular velocity furnishes 

length X force 1 



force , . • , , « 1 time 
X time* X length* x 



length time 

lu 
Hence -zjr is a special time. From the equation 

unbalanced moment X time = 

moment of inertia X change of angular velocity , 

lu . 
it follows that tt" is that time in which the maximum torque * 

Mq of the prime mover accelerates the rotating masses of the 
latter from rest to their regular velocity u. Professor Stodola 
gave it the name "starting time." Hereafter it will be denoted 

1 1 I u - I u^ 

by r,. The additional relation -T, = - -rr = ^ — shows 

2 2 Mo Mqu 

that J r, is the ratio of kinetic energy stored up in the revolving 

masses at normal speed to the maximum power of the prime 

I u 
mover. T, = rrr- then depends solely upon the kinetic energy 

stored up in the revolving masses (flywheels, turbine disks, 
etc.) per unit of capacity of the prime mover, and the smallest 
possible speed fluctuation depends directly upon this quantity. 
This very important fact has been too often overlooked — and 
is still being overlooked — by builders of engines and turbines 
who design or buy governors solely upon the basis of static 
fluctuation and who later on wonder why the actually occurring 
speed fluctuation is "so much greater than it should be theo- 
retically." As a matter of fact, theory teaches in full agreement 
with practice that with insufficient kinetic energy of the rotat- 
ing parts regulation is very poor. Either the governor hunts 
continually, or, if the governor has been quieted down by the 
never faiUng remedy of an oil pot, excessive speed fluctuations 
appear at the time of a change of load. 

^ Average during one revolution. 
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The remaining factors of 
upon properties of the governor. The radical 



equation {4a) depend mainly 

l-c- "'" 

easily be recognized by comparison with equation (1) of Chap- 
ter IV to be the traversing time of the governor, or rather that 
traversing time which exists when the centripetal force of the 
governor has to accelerate not only the masses of the governor 
proper, but also those of the valve gear parts which are mechani- 
cally connected to the governor. This fact should remind 
designers of engines and turbines that the promptest governor 
can be handicapped by being required to move massive valve 
gear parts. 

With these simplifications the relative speed fluctuation — 
to either side from mean — of the limiting case boils down to 

«, ^ 1 ^ T^ JT_^ 
u ~ 2Ao T, p 

so that the total speed fluctuation is 

2w. A 




il 



.(5) 



The only quantity in this equation which 
remains to be discussed is the influence of p, 
the static fluctuation. Evidently, the speed 
fluctuation grows, as j) is reduced, which proves 
conclusively that governors with small static 
fluctuation — that is to say with great sensi- 
tiveness — either produce hunting or else re- 
quire large oil pots. The rather unexpected 
result that governors designed for small speed 
fluctuation produce large speed fluctuations 
proves that the much and long sought 
isochronous governor (p = 0) is impracticable, 
because the slightest change of load produces 
infinitely great speed fluctuations. 
It is true that isochronous governors have been successfully 
used for speed regulation, but in every such ease the success 
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is due either to the presence of taagential iDertia in the governor 
(see paragraph 3 of present chapter), or else to the use of float- 
ing springs in an oil pot. The latter dewce temporarily increases 
the stabiUty of the governor, 
as will be seen from the fol- 
lowing description. Illustra- 
tion 74 represents diagram- 
raatically — with intentional 
omission of design features — 
an oil pot with floating 
springs. Hole (/) in the 
central piston is large com- 
pared to holes (2) and (5) in 
the surrounding box piston. 
Hence any quick motion of 
the piston rod deforms 
springs (4) and 1,5) so that p 

I is temporarily increased by 

■(be difference of the spring 

Plbrces. If the force upon the 
piston rod is not vibratory, 
but steady in one direction, 
the box piston adjusts itself 
quite gradually to the new 
load, or rather new position 
of the governor, eliminating 
the forces of the springs (4) 
and (o) for static calculations 
(isoehronism) or for final 
effects of change of load. Air 
under the piston of an ordi- 
nary oil pot acts in a similar '°" 
way, but it la not dependable on account of iRukage. 

The yielding or compensating oil pot of Fig. 74 may bo made 
an integral part of the governor proper. Two notable pxamplen 
of such combination designs are the C'horlton- Whitehead gov- 
emir and the Bee governor, both of British design. The prin- 
jiple of both governors is the same, and it will suffico to desrribo 




^ipl 
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oue, for instance the Chorlton-Whitehead governor. It is shown 
in Fig. 75. In the manufacturer's own words it acts as follows: 
" The spring on one side is divided into two unequal por- 
tions, a plate forming the piston of an oil gag pot being inter- 
posed between the two portions. The oil gag pot itself is formed 
in the weight, and is provided with a small adjustable valve, 
by means of which free communication can be made from the 
gag pot to the body of the governor. The bottom easing being 
entirely filled, and the bottom portion about four fifths full of 
oil, the governor is ready for work, and the action will be as 
follows: 

"If the gag-pot valve is wide open, so that the oil has a free 
passage to and from the interior, the gag-pot piston will be 
quite free to move, and the divided spring will behave as one 
complete spring, the piston merely acting as a washer. 

" The compound spring in tliis condition is exactly equivalent 
to the single spring in the other weight, and both are designed 
to counteract exactly the centrifugal force of the weights in 
all positions when running at 
constant speed, — in other words, 
the governor is isochronous, and to 
run when in this condition would 
cause it and the engine to hunt 
violently, as the governor would 
have no stability. 

" If, on the other hand, the valve 
be closed, the gag-pot piston be- 
comes immovable, and puts the 
shorter spring out of action. We 
*'°' '° have thus decreased the effectual 

length of the spring, and the governor will run with a certain 
amount, say 8 %, of the variation between inner and outer posi- 
tions, making the governor very stable — too much so, in fact, 
for close governing. 

" If, now, the gag-pot valve be partly opened, a point can be 
found where hunting just does not take place, and still the 
governor will be in equilibrium in any position after a certain 
time has elapsed, allowing the gag-pot piston to move to its 




INTERACTION BETWEEN GOVERNOR AND PRIME MOVER 111 

new place; in other words, the governor will be isochronous 
subject to a certain time lag, which in practice amounts to two 
or three seconds." 

A very ingenious application of the compensating oil pot 
to shaft governors was made by Armstrong. In his governor, 
which is illustrated in Fig. 76, the centrifugal mass is not solid, 
but contains a separate section in the shape of a roller, which 
fits snugly in an oil-filled cavity of the main centrifugal weight. 
If the roUer were fixed in the weight, the governor would have 
a considerable static fluctuation; but the cavity for the roller 
is so located that centrifugal force acting on the roller slowly 
moves it to new position after a change of load and of governor 
position, shifting the mass center of the weight and bringing 
the speed back almost to its original value. 

Equation (5) may be used in connection with the relations 
for r, for computing the weight of flywheel required per horse- 
power of an engine, as follows : 

lu" W V' 550 W t'- 

'" MoU^ g MoU 550" HP g 550 

From these equations follows the weight per horsepower 

W 550 g T, 



HP v" 



(6) 



where v = wheel velocity at radius of gyration. In a numerical 
calculation, compute T ^ from (5) and substitute in (6). 

To test the applicability of equation (5), an example will 
now be figured. Given: Maximum dynamic fluctuation = .08, 

change of load 50%, equivalent to j- = c^^ static fluctuation 

p = .03, Tg = .07. This is the traversing time of the governor 
treated on pages 45 and 46, but corrected for mass of the valve 
gear. To insure a sufficiently rapid dying-out of the vibra- 
tions after a change of load, the dynamic fluctuation of the 
limiting case (never-ending vibrations) must be taken smaller 
than the given maximum permissible fluctuation. For this 

reason 2 — will be taken to be .06. 
u 
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With these values, equation (5) furnishes 



' .06 X V.03 ' 
For cast iron flywheels an average value of v is 80 ft. /sec. Then 
W 550 X 32 



HP' 



G400 



- = 2.75 T. = appr. 9J pounds. 



In practice, weights varying from 10 to 70 pounds are 
installed per horsepower (for v = 80 ft. /sec). While our result 
agrees quite well with the lower limit of the values used iu 
practice, it is far away from the higher limit. However, there 
are good reasons for the use of heavier flywheels than indicated 
by our arithmetical calculation. The principal ones among 
these reasons are: 

(1) The static stability of a governor is seldom constant 
over the whole range of its travel, so that the inclination of 
line {i/f){t5) in Fig. 71 varies. Similarly the torque curve 
(5) (5) in the same illustration is seldom a straight line. But 
for the use of equation (5) that value of p counts which is 
derived from the worst instantaneous conditions in these two 
curves. Hence the value of p to be used in equation (5) is 
usually less than the value of p which is derived from maximum 
and minimum speeds of the governor. In poorly designed 
valve gears of engines and turhinos the value of p in equation 
1,5) may be only jg of the value derived from the governor. 

(2) Equation (5) presupposes that the governor is infinitely 
strong. Actually it must overcome resistances which at inter- 
vals block the travel of the governor and change its motion. 
This problem is dealt with in paragraph 4 of the present 
chapter. 

(3) Equation (5) is based upon the assumption that the 
action of the governor is continuous and that the effect of such 
action is instantaneous. In reality, the governor can, in engines, 
act only once in every stroke; besides, volume of steam or of 
explosive mixture beyond control of the governor delays governor 
action ill both engines and turbinr;^, .so that heiivicr wheels are 
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required for stability of regulation (see paragraph 5 of present 
chapter). 

At the conclusion of this paragraph, a hint on the size of 
oil gag pots may be valuable. With prime movers which are 
subjected to frequent and heavy load changes, and with valve 
gears which impress great vibratory forces upon the governor, 
the oil gag pot of the latter must dissipate a considerable amount 
of energy. If the oil pot be small, the heat is not radiated 
away fast enough, the oil heats up, becomes thin, and the gag 
pot loses its grip. It must then be tightened by closing the 
oil valve. If the oil pot is sUghtly too small, the only harm 
consists in the necessity of frequent adjustments of the oil 
pot, but if the latter be much too small, the thinning of the oil 
by the extreme heat will prevent the gag pot's furnishing 
enough damping power even if the needle valve is entirely 
closed, because the thin oil leaks between the piston and the 
cylinder. 

Additional statements on proper size of gag pot are given 
in paragraph 1 of Chapter VIII and in paragraph 4 of the 
present chapter. 

References to Bibliography at end of book: 3, 7, 17, 28, 32, 35, 36, 64, 66, 79. 

3. Influence of Tangential Inertia in Governors upon 
Stability of Regulation. — Study of the limiting case affords 
a good insight into the effects which the presence of weights 
subject to tangential inertia has upon the stability of regula- 
tion (see also paragraph 2 of Chapter II). 

It was shown in paragraph 2 that, in the limiting case, a 
governor performs endless vibrations of constant amplitude, 
with corresponding speed fluctuations of the prime mover. 
Referring back to illustration 71, let the representative point 
of the governor be X distant from the position of power equi- 
librium, or in position (6) (8) {7), Then the prime mover is, 

on account of the sine harmonic nature of the vibrations, being 

X 

accelerated by a torque which equals ~r'Mo- Since Aoy Mo and 

A. o 

the rotating masses are constant, the acceleration is propor- 
tional to X. From paragraph 2 of Chapter II it is known that 
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the regulating force or torque of an inertia governor is pro- 
portional to the angular acceleration, as long as the governor 
does not regulate, or 
else regulates slowly. 
In all practical cases the 
governor motion in 
question is so slow com- 
pared to the rotative 
speed that its influence 
upon the regulating 
force can be neglected. 
Since in the limiting 
case the acceleration is 
proportional to X, the 
regulating force or 
torque, caused by tangential inertia, is also proportional to X. 
Static regulating force in the limiting case, as was shown in 
paragraph 2 of the present chapter, is likewise proportional to 
X, so that tangential inertia in this case simply produces a 
proportional increase of 
the static regulating 
force {6) (S), as indicated 
in Fig. 77 by the line 
(80) (21). This latter 
line takes the place of 
line m){15) of Fig. 71. 
In the linuting case the ]^^g^^{'al<oss 
inclination of this line 
measures the force (resp. 
torque) per unit displace- 
ment accelerating the 
regulating motion of the 
governor masses. Its 
influence is measured in 
the equations by the Pic. 78 

value of the static fluctuation "p." The effect of tangential 
inertia then is to replace p in equation (5) of paragraph 2 by an 
' equivalent static fluctuation " p', involving both p (the 



Cen+rifuga 
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static fluctuation proper) and a function of the inertia masses 
of the governor. The latter function is given by the relation 
that the quantity which is to be added to p in the shape of an 
increase of static fluctuation must produce the same regulating 
moment of the governor masses which the inertia moment 
produces. Call p" the added quantity, then the regulating 

1 h 7>" u 
moment for removal of - of the total load is 2 C is = p" C h 

2 u 

— (compare equation (3) of paragraph 1, Chapter II), — where 
U is the lever arm of the centrifugal mass about its suspension 
point (see Fig. 78). Turning to the inertia mass, we find that 
removal of one half of the load produces an angular accelera- 

1 Mof 
tion of ~ —p (see paragraph 2 of Chapter II) , and a regulating 

moment equal to - — ^ — about the suspension point of the 

inertia weight. As before, / is the moment of inertia of the 
rotating parts of the prime mover, while J is the total moment 
of inertia of the inertia mass about its suspension point. To 
refer the regulating moment of the inertia mass to the pivot 

k 
of the centrifugal mass, multiply it by — (see Fig. 78) . We then 

have p"Ch=l^A 



from which follows p" = 



2 I h 
IMoJk 



2 I Uh 

Finally, we obtain the equivalent static fluctuation 

\M, JU 

p=p+2Tm; (1) 

If the rotative speed of the governor spindle differs from 
that of the engine or turbine shaft, M o/I must be multiplied by 
a factor involving the speed ratio. 

Since the stability of regulation depends solely upon the 
inclination of line (20) (21), it is quite immaterial how p' is 
constituted, and we obtain the most interesting result that p 
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may be zero, or even negative, provided that p" is large enough 
to make p' positive. In other words, if a governor is built 
with a sufficient amount of tangential inertia, the static fluctua- 
tion may be zero (isochronous governor), or even negative 
(reversed speed curve), and yet the stability of regulation will 
be preserved. 

Many inertia governors can — and this circumstance is 
well known to operating engineers — be so adjusted that the 
engine runs at a higher speed with full load than it does at 
no load. Between the years 1892 and 1905 this fact was widely 
advertised, so much so that some engines appeared to consist 
principally of a wonderful governor and a few other, relatively 
unimportant parts. The total disappearance of these advertise- 
ments suggests the inference that regulation with a reversed 
speed curve is of no lasting commercial value. Reasons for 
the latter statement are apparent. 

For many purposes, particularly for parallel operation of 
alternating current generators, a uniform, positive static fluc- 
tuation is necessary. A positive speed drop furnishes the only 
means of distributing the load between the different generating 
units in the power plant. For this reason, prime movers for 
alternating current generators are seldom, if ever, equipped 
with inertia governors. The rapid growth of central station 
power plants generating alternating currents has deprived the 
inertia governor of its importance. The passing of the inertia 
governor from the central station should not be misconstrued 
into the behcf that inertia governors are not suited to 
alternating current work; they are so suited, but they offer 
no advantages whatsoever except as shaft governors. For 
mathematical proof of this statement refer to equation (4) of 
paragraph 2 of present chapter. Tliis equation, it will be 
remembered, ^ves the speed fluctuation of the limiting case. 

Under the radical stands the expression - — '-r, which, in words, 
2pt 

equals the equivalent governor mass divided by static regulatii^ 

force. To make the speed fluctuation small (that is to say: to 

make regulation good), we must make - — ^ very small. But 
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-in the case of the inertia governor, equivalent governor mass 
includes not only centrifugal masses, but also the mass of the 
inertia weights, so that ni, is increased, which is undesirable. 
If tangential inertia of centrifugal masses is utilized, instead 
of using separate centrifugal and tangential masses, the equiva- 
lent mass is increased just the same, because, for a given product 
[ of centrifugal force times radial path of this force, the product 
^■of total mass times total travel of mass must be increased over 
I what it would be if the weights traveled radially, in which latter 
case they are subjected to centrifugal force only, but not to 
tangential inertia. On the other hand, the regulating force 
has also been increased by the addition of inertia force. Thus 
both numerator and denominator of what may be termed the 
promptness factor have been increased. Evidently, addition 

I of tangential inertia is useful, where reduction of p to a very 
small value is demanded, because it keeps the denominator of 
[the promptness factor from becoming almost zero. But where 
^ must have a definite, positive value, say from .02 to .04, 
r total e(tuivalent mass , , ,, , , 

SQic fraction 7—-; r—. ; cannot be reduced by the ad- 
total regulating force 

i again called to the 



total regulating force 
dition of tangential inertia. Attention i 
fact that this fraction represents the "quality factor" of the 
governor in equations (4) and (4a) of paragraph 2. Nothing 
can be gained by application of tangential inertia to the spring- 
loaded, high-speed governors of our modern steam turbines, 
hydraulic turbines, and gas engines. 
■ The logical conclusion to be drawn from this reasoning is 
Pthat tangential inertia should be limited to shaft governors 
urhich have to handle heavy valve gears. See also paragraph 1 
fXt Chapter VIII. 

I Refercncra lo Bililiography at end of book: 2, 7, 32, 33, 36, i3, 6C. 

I 4. Solid Friction as a Damping Agent. — Wischnegrad- 
fciy's theorem that stable governing is impossible without the 
use of an oil gag pot was not taken seriously by engineers 
Eat the time of its publication, because of the great number 
nf governors working satisfactorily and giving excellent regu- 
HatloD without the use of an oil brake. At the same time, 
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governors in those days (1S77) were not free from friction. The 
thought, therefore, suggests itself that solid friction may, 
under certain conditions, satisfactorily take the place of liquid 
friction. 

Unfortunately, the exact calculations, as soon as solid fric- 
tion is substituted for liquid friction, become so complicated, 
even in the comparatively simple limiting ease, that we must 
be satisfied with approximations. Three cases will be con- 
sidered, — first, that of friction caused by comj>ound centrifugal 
force; second, the case of 
constant friction; and third, 
the case of friction which is 
greater at rest than it is dur- 
ing motion. 

Tor the purpose of study- 
ing the action of compound 
centrifugal force (sometimes 
called Coriolis' force), sup- 
pose that in the governor of 
which Fig. 79 is a plan view, 
two weights, each of mass m, 
are rotating with an angular 
velocity u. The springs 
are so dimensioned that they balance the centrifugal forces 
of the weights in any position. Let the weights move out^ 
ward with a linear velocity v. Then a force is exerted between 
each weight and its guiding wall by reason of two sepa- 
rate actions. First, the weight moves into a larger orbit so 
that its absolute velocity must be increased; and second, the 
absolute velocity of each weight changes its direction. In 
time dt the radius of the orbit of the weight is changed from 
r to r + vdt which means that the peripheral velocity of the 
weight is increased from ur to u {r + v dt) so that change 
of velocity dv = uv dt. But force X time = mass X change of 
velocity, or in symbols Qt dt = m u v dt, and Qi = muv for 
each weight. In the same time dt the velocity v has been 
turned through the angle u dt. Figure 80 shows that the 
change of velocity is uvdt from which follows the accelera^ 




Fig. 79 
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tion u V dt/dl - uv, and the force Q2- muv iov each weight. 
The total force exerted by each weight against its guiding sur- 
face equals the sum Qi-\- Q2 = 2muv, The force which each 
moving weight exerts against the constraining side wall is 
directly proportional to the velocity 
V of the vibrating motion. If we 
now assume that the coefficient 
of friction is constant, then we 
find that the damping friction is Angle=U*dt. 
also directly proportional to the Pia^ 80 

velocity of vibration of the govern- 
or. If, therefore, all other friction be eliminated and only that 
friction which is caused by compound centrifugal force be allowed 
to act, then and in that case the damping action is identical with 
that furnished by liquid friction. If, in addition, the coefficient 
of friction is of such magnitude that 2/ mut; just equals the 
dynamic regulating force, all conditions which are necessary 
for the limiting case are fulfilled, and all the calculations of 
paragraph 2 of the present chapter apply without change. 

Friction caused by compound centrifugal force is present 
in every governor with practically no exception. If, for in- 
stance, the governor illustrated in Fig. 2 is considered, it will 
be seen that compound centrifugal force tends to bind the joints 
at the top of the spindle across the corners to such an extent 
that a very effective damping action is secured — often, 
however, at the expense of rapid wear hi case of repeated sudden 
changes of load. 

In practice, friction due to compound centrifugal force can 
never entirely take the place of the oil gag pot, because it is 
not adjustable. Since the value of the friction force is 2/ m u t;, 
adjustment could be secured only by variation of the friction 
coefficient /; and such variation at the will of the operator is 
difficult, if not impossible. Nevertheless, the force under dis- 
cussion is helpful, and any complications in governor design 
for the purpose of eliminating this friction are not only super- 
fluous, but entirely out of place. Friction by compound cen- 
trifugal force is probably responsible for the correct action 
of many governors without oil pots and, at least partly so, for 
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the lack of confidence placed in Wischnegradsky's theories at 
the time of their publication. 

In the majority of governors and governing devices, many 
forces in addition to compound centrifugal force produce solid 
friction. For the pm"pose of studying the effect of the latter, 
let us assume for a while that the resistance caused by friction 
is constant over the whole travel of the governor. 

Referring back to Fig. 71, we remember that the limiting 
case consists of continued vibrations of constant amplitude 

about the position 
of equilibrium. 
We also remember 
that this condition 
is brought about 
by dissipating (by 
means of some 
damping force) the 
work done by the 
dynamic regula- 
ting force. Figure 
81, which illust- 
rates the limiting 
case with constant 
snUd friction as a 




(path of representative poin+J 
Fio. 81 



damping agent, is very similar to Fig. 71, The principal addi- 
tion is the line {9){i5), which has been drawn in such a way 
that the work areas shaded horizontally and vertically are 
equal, which makes the rectangle (U) (9) {15) {13) equal to the 
half ellipse {11){18){}S). At this point the approximation 
begins. With soUd friction, curve {11) {18) (13) cannot be an 
exact ellipse, because the latter is based upon the equality (at 
any time) of dynamic regulating force and of damping force. 
However, the difference between the ellipse and the curve re- 
placing it will, except under special conditions explained below, 
be so small that we may well use the ellipse as an approxima- 
tion; the true curve most certainly must have a horizontal 
tangent at point (IS). 

With the work of the dynamic regulating forces dissipated 



INTERACTION BETWEEN GOVERNOR AND PRIME MOVER 121 

by friction, the governor moves under the influence of the 
static regulating force only. The vibrations are very nearly 
sine harmonic, with constant amphtiide. It is, therefore, 
:ipparent that solid friction, on general principles, can serve 
for damping governor vibrations. This statement must be 
')uahfied by the restricting explanation that there are two vital 
differences between Uquid friction (including the equivalent 
action of friction by compound centrifugal force) and con- 
stant frictional resistance. The first difference is that, while 
with an oil pot stability can be enforced, even if the static 
fluctuation is infinitely small, there exists with solid friction 
a minimum, below which the static fluctuation cannot be re- 
duced, if stability is to be preserved. The second difference 
is that, with solid friction, there occur continuous speed fluc- 
tuations no matter whether the load varies or remains constant. 
For proof of the assertion that, with solid friction, stabihty 
requires a minimum value of the static fluctuation, again 
study Fig. 81. As before, (/i)(/S)(/3) is the near-ellipse of 
dynamic regulating forces, {1!){0) = (13){1S) is the constant 
damping force of friction so that area {11){0){16){13) equals 
area (11) (IS) (IS) which (from the well-known formula for 



^c area of a 



Let 



Xtl){IS) equal the whole travel of the representative point of 
the governor. Then line {14) (iS) indicates the regulating 
forces caused by the smallest allowable static fluctuation p. 
The motion of the governor could not be continuous, if p were 
smaller than here shown; for, if {11){14) were smaller than 
(//)(S), there would not he enough regulating force at cither 
ad of the governor travel to start it. The two halves (tl) 
til8){13) and {13)U9)(I1) of the near-ellipse would be pulled 
Impart up and down in the illustration. .\rea {!1)(0){15){IS) 
jof the damping forces then would no longer equal the area of 
he dynamic regulating forces, and the speed would fluctuate 
tttweeu wider and wider limits. 

The mathematical determination of the smallest static 
fluctuation which is allowable with solid friction a.s a damping 
torce must evidently start from the relation that the static 
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regulating force (11) (14) equals damping force (//) (5), 



(I0)(18) is caused by u, of equation (5) of paragraph 2. The 

u 1 A T [\ 
cited equation is— = ^~7~ ~;fr \~' For the conditions indi- 

A 1 
catcd in Fig. 81 (governor swinging from stop to stop) ~r~ = n' 

Since the damping force {11) {9) only serves the purpose of 
relating speed lUfference {14)(11) to speed difference {W){18), 

(i4)(ii) _p _'^ }. lis \\-:l Is J\ 

8 T. 



we conclude that - 

and 

or finally 



Ifi T. 



pVp = 



[)= .54 



€■ 



.(1) 



® 



This, as before stated, is the smallest permissible static fluctua- 
tion, if solid friction of constant magnitude (referred to the 
,-> representative point) 

"S is employed, and if 

the governor has con- 
stant stability over 
its whole travel.' 
This latter condition 
is seldom fulfilled so, 
that actually the 
smallest permissible 
value of p must 
exceed that found 
from equation (1). 
It is interesting to 
note that p can be 
^'"■^^ the smaller, the 

prompter the governor (T^ small), and the greater the moment 
of inertia of the rotating masses of the prime mover comparec 
to the capacity of the latter (T, long). 




® 

■—Total travel of governor ■ 

{path of re pre s#ri tot !« point) 



ixTzasjkcnox betwees goaxrnor ,\nd prime MvnKR 12;% 

Far proof of the aecond assenion, nanioly ih^T <v^nstA:jil 
frictian as a (Jamping agent results in nevor-onding \ihrHiions. 
even &t constant load, reier to Fig. S2, vhich is similar to the 
praeeding ilhistrations. but is moit* comploto- The o\nor 
curve ill r.lS^\lS'^\lS^ is, as before, the near elliiv^e of iho 
forres caused by the speed changes resulting fn^ni a svuidoi^ 
change of 50*^ of the total load- .•*^';ii^'^ is the lino of <\m\- 
slant friction resistance. Xow let the engine or turbine t>jM>rate 
at a little above half of maximum load .governor jx^sitiou v^^'^^V 
and let the load be suddenly reduced to ejcactly one half o( 
T¥niYiTniifn load. Then the governor wilU in the limiting o:u5«\ 
vibrate in the range (;?/H--^- However, the static n^gulating 
force now is small compared to the resisting friction, and* 
before motion of the governor can begin, the sihhhI must rise, 
until a dynamic regulating force (;?/) u^^'>^ l^^^ Ihhmi pnuiuced 
which b determined by the equation t>?c?')i^;?^^ = i,v'/V^^*»^» 
The relation between governor motion and spivd of prime 
mover is given by the near ellipse (;?.9)(-s?6*H-^^^- At this last 
point the governor is detained by friction; the sptvd n\ust 
drop through a range corresponding to the distanci^ VJ^)u^^'^ 
before the return stroke of the governor can take place. Thi> 
motion is intermittent, discontinuous. Now let thi^ change 
of load become smaller and smaller. Then the curvi^ of motion 
Will finally shrink into the line {29){30)y which moans that. 
even at constant load there will be a continued specMl (hu^t nation 
of sufficient magnitude to overcome frictional nvsislance. 

Whenever the just described conditions are n»ali/i(Ml in 
practice; the speed fluctuation is even greater tlian is indicMilcul 
by the distance (29) {30), because tlio latter eciualH twi(M^ the 
minimum friction necessary for Htal)ility with endh^HH vibra- 
tions for 50% change of load, and becanHc in practice a Monu^- 
what greater friction will be provided for safety. 

From the foregoing explanations it is (;vid(Uit that solid 
constant friction as a damping agent for govcTnors is rather 
undesirable under the assumed conditions. However, it will 
do, after a fashion. On the other hand, friction which in great^'r 
between surfaces-at-rest than it is between Hiirfaces-in-relativ*^ 
motion will not do at all, as may be seen from Fig. 83. If tho 
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governor is suddenly displaced the distance (2) (3) from posi- 
tion of equilibrium and is then released, friction of rest holds 
it. As before, the speed must rise to a value indicated by point 
(-{), determined by the relation (^)(5) = {1){2), before motion 
can begin. As soon as motion ia under way, the dynamic 
regulating force grows — see curve (4) {6) — while the damp- 
ing force of friction drops rapidly. The work of the dynamic 
regulating force cannot be dissipated by the damping force of 
friction, and the vibrations increase in amplitude, until one of 
the Umiting stops is struck. 

If sohd friction really acted as indicated by Figs. 82 and 83, 
Wischnegradsky's theorem of the necessity of an oil gag pot 
would not have been 
doubted at the time 
of its publication. 
But as a matter of 
fact it is extremely 
difficult to make solid 
friction behave in the 
above assumed man- 
ner. It can be done 
in a governor regulat- 
ing a very well-bal- 
anced steam or 
hydrauhc turbine, said 
' '"' '~ governor being driven 

by well-hobbed gears running in oil, and said governor being 
entirely free from impressed vibrations. But these ideal condi- 
tions did not exist and could not be produced in 1877. Steam 
and gas engines with considerable cyclical speed fluctuation were 
the principal prime movers. Governors were driven by belts or 
by inaccurately cut gears; and most governors were sub- 
jected to impressed vibratory forces. We shall presently see 
that under such conditions solid friction is indeed quite fre- 
quently equivalent to an oil gag pot. 

For the sake of simplicity consider instead of a governor 
a particle of mass m which is moved back and forth by a force 
Q reversing its direction every ( seconds. Let the motion be 
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resisted by a. frictional force F which is quite small compared 
to Q. Then total change of velocity between opposite direc- 

Qt 
tions of motion equals — : maximum velocity in each direo- 
m 

IQl 



iQt. 

. Hence, the total displacement of the vibrating particle 



4 m 
equals 



iQt^ 



Now let a small, constant force Qi which is 



smaller than the friction force F, act upon tlie particle m in 
the direction of its vibratory motion. Then the center of 



vibration is shifted the distance - 



1 Qt' 

•Xi — 



- every half vibration ; 



L for proof, see paragraph 2 of Chapter VIII. The particle, 

I therefore, moves forward with an average velocity v = . ' - - ■ 
I 4mF 

} which may be written v = K Qi, where if is a proportionality 

f factor. The "average" forward velocity of the jerky motion 

[ is proportional to the moving force, from which we conclude 
that the equivalent resistance is also proportional to the 

L velocity, for, if it were not, the velocity could not remain con- 

['Btant for a given Qi, but would change. 

Under the described conditions solid friction is absolutely 
equivalent to an oil gag pot. While the conditions are some- 
what idealized, the action of the forces impressed upon the 

■ governor by many valve gears is sufficiently close to the ideal 

I case to make the latter dependable for practical conclusions. 

I The diagram of one complete vibration will, in the language 
of the other illustration.s of this paragraph, look somewhat like 
Fig. 84, the number of zigzags depending upon the relative 
frequencies of impressed vibration and natural vibration. Since 
it is somewhat difficult to visualize the diagram 84, a tachometer 

I record taken from a steam engine, and showing the same action, 
1 reprinted in Fig. 85. The upper curve represents the motion 

lof the governor, and the lower curve illustrates the speed flue- 
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tuation of prime mover and governor. The governor was on 
purpose subjected to greater impressed forces than will ever 
occur in practice. 



^P- 







These forces were 
not the same at all 
loads, which ac- 
counts for the dif- 
ference in the gov- 
ernor motion before 
and after the 
change of load. 

M — Governor +rave! *• The mathema- 

p 04 tically treated ideal 

case does not hold, 

if the regulating force Qi is greater than the resisting friction F, 

because the average velocity then grows continually, and the 

equivalence of sohd friction and liquid friction is lost. To 





again make F exceed Qi in value, the former may be increased, 
but there are limits, because the impressed force Q must stay 
great compared to the friction force F, to preserve proportion- 
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ality. Fortunately, friction due to compound centrifugal force 
steps in helpfully just about at the place where solid friction 
of the vibrating system leaves off. 

In addition to the case of a vibrating governor, there is 
another set of circmnstanccs under which solid friction acts 
very much like liquid friction, viz. the case of a governor in 
which solid friction of considerable magnitude is alternately 
applied and removed, for instance by jar or vibration. To treat 
this case mathematically assume that the governor is absolutely 
free from friction during t seconds and is held by quite great 
friction during the next t seconds, and so on. During each 
free period the governor — which we will replace by a particle 

of mass m — reaches a final velocity , where Qu as before, 

m 

is the regulating force. This velocity is then almost instantly 

dissipated, and the governor remains at rest during the next 

t seconds. The average velocity is, therefore, one quarter of 

the above value, or average v = r "• Again, the average ve- 
locity is proportional to the regulating force so that the action 
of heavy friction 
applied at intervals 
and relieved at in- 
tervals closely re- 
sembles the action 
of an oil brake. 
The regulation dia- 
gram of the limiting 
case will look some- 
what like Fig. 86, ^ — Governor +ravel — 
the number of steps 
depending upon the 
ratio of the frequencies of friction releases and of natural vibra- 
tion of governor. 

While the just explained method of damping is effective, it 
is not as efficient as an oil brake, because it produces greater 
speed fluctuations. It very much increases the time of natural 
vibration of the governor, because the latter has to start from 



u> 






Qi 




^ 




$. 


r^ 


^ 


^ 


J f 


XT. 


>o 


J 


,c 


_g 


^ r 


*-p 


0) 


vn 1 


C 


> 


h Ti 


XT 




1 V 


JP 


D 


O L, 


t^ 


C3>C I 


t 


C 
< 







FiQ. 80 



128 GOVERNOHS AND THE GOVERNING OF PRIME MOVERS 
rest after each stoppage. However, satisfactory regulation 
can be obtained in spite of this drawback, if the ratio — is 

made quite small. 

It is now evident that the practical engineers who objected 
to Wischnegradsky's theorem on the ground that so many 
governors worked well without gag pots were right in their 
practical observations. But they did not reaUze, first, that 
the governors to which they pointed as examples of correct 
regulation without damping by liquid friction were damped 
by other agencies, particularly by solid friction and, second, 
that solid friction works well only on condition that its action 
is made equivalent to that of an oil gag pot. 

We may add that, the more uniform the angular velocity 
of the prime mover, the freer the latter from vibration, the 
smoother the drive of the governor, and the freer the latter from 
impressed vibrations on the one hand, the smaller is, on the other 
hand, the value of solid friction as a damping agent, and the 
more must we approach a frictionlcss governor with liquid fric- 
tion for damping. And such is indeed the trend of evolution 
in the governing of modern steam turbines and hydraulic 
turbines. 

Rofprenepa lo Biljliocraphy aL onii of )«>ok: 28, 36, 66. 

6. Greatest Speed Fluctuation with Direct-Control Got- 
eming. — In the sales specificatinns of engines iind turbines 
Ihe following clause is frequently used with regard to regula- 
tion, " If A per cent of the rated load are suddenly removed 
or put on, the speed will not vary more than B per cent either 
way from mean speed." No standard values for A and B have 
ever been adopted by engine and turbine builders, but the 
common use of this clause is proof that there exists a definite 
practical demand for computing the speed fluctuation of at 
least the first wave after a disturbance. Unfortunately the 
analytical calculation is extremely unsatisfactory from a prac- 
tical standpoint. To get an analytical expression, many as- 
sumptions must be made, and even then the calculation is 
far from simple; so far from it, in fact, that it deters alt cngi- 
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i with the possible exception of a few governor specialists. 
In spite of this condition the elements of the analytical calcu- 
lation will be given in the present chapter, because they afford 
a very good insight into the mechanism of regulation. 

The assumptions are the same as those made In the pre- 
ceding paragraphs of this chapter, namely that the action of 
the governor is continuous, that there is no time lag due to 
stored-up fluid energy beyond control of the governor, and that 
all resisting friction is equivalent in its action to an oil gag pot. 

(Figure 87 shows the relations between the factors entering 
5-wT Angular^ 
■" -^' velocity - 




Fio. 87 

into the equations. Let both prime mover and governor 
work in equilibrium with initial or "old" torque M„, and let 
the resisting or counter torque suddenly bo reduced to a "new" 
value M„. Then the torque (Jlf , — M.) is unbalanced, and the 
speed rises as indicated by curve (1)(S). Under the influence 
of unbalanced centrifugal force and of tangential inertia the 
governor moves, as indicated by curve il){4). The lag of the 
governor motion (/)M) behind the speed change (/)(S) is, of 
course, due to its mass. 

When the governor has reached position (4), the unbalanced 



I 



itorque is M = 



M„. The ordinate x is measured from the 



d 
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new position as a basis, because, as will be seen later, the gov- 
ernor has a tendency to perform vibrations about the new 
position. The minus sign is used, because in the chosen posi- 
tion M is positive, and x is negative, so that the negative sign 
is required to make M positive. From the fundamental rela- 
tion that rate of change of angular velocity equals unbalanced 

,..,,, , - ■ , du ~x M. 

torque divided by moment of inertia, we have -r- = -;- —= — 

at A„ J 

To make this equation appUcable to all cases, we introduce the 
X = relative change of governor 

position, and - — ^ = U = relative speed change: then 

d(u — It J) 
du = d{u — u„) = u, = u^dU, from which we derive 

dV M„ 

u„ -"17 = —X—j- ; but as formerly (in paragraph 2) we have the 

startmg time T. = 

the (comparatively) very small difference between u and «„ 
and finally obtain the equation for the " rate of change of speed 
deviation" in the following simplified form: 

dt T, ^ ^ 

On the governor act (1) unbalanced centrifugal force, (2) 
tangential inertia, (3) damping resistances. Turning first 
to the centrifugal forces, we note that in the position under 
consideration the speed {2) [4) is unbalanced. In the illustra- 
tion, the scale for velocities has been so related to the scale of 
governor positions that the curve showing the latter also repre- 
sents the curve of equilibrium speeds of the governor. At 
point (5) the governor has reached its correct position, but the 
actual speed having reached point {6), there is still a force 
urging the governor on. Going back to position (^), we 
recognize that the distance {'2){3) represents the speed dif- 
ference producing the dynamic regulating force (due to "wrong 
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I and that (5) (4) represents the speed difference pro- 
ducing the static regulating force (due to "wrong position"). 

The speed difference driving the governor is thus (u— uj— 7-p«„* 

he second term is positive, because x itself is negative. The 

fcforce driving the governor then is 2C f --~pj = 2CiU-Xp), 

lif we refer the motion to radial travel of the governor. The 

Inotion may be referred tn the sleeve, in which case C is replaced 

Iby the strength P, or it may be 

Jteferred to angular swing of weight 

Parm, in which case C is replaced by 

[ spring moment of governor. It is 

I evident that the speed relation be- 
tween prime mover shaft and gov- 
ernor spindle drops out of the equa- 
tion, because we deal only with 
relative speed changes. 

For the sake of completeness let 
ua consider a combined centrifugal 

I and inertia governor of any one of 

[ the types illustrated in paragraph 2 

I of Chapter II. The diagrammatic "" "" 

I drawing of such a governor {Fig. 88) will assist in deriving the 

I'equations. From paragraph 2 of Chapter II it is known that the 
du , 




Kin Fig. 88 is of a simple type, in which mr L = 0, ao that the 

regulating moment is reduced to -rrJ = — nii Lt". Note that the 
at at 

loment for positive tt produces a positive change of x, that 
at 

I to say it moves the centrifugal weight away from the axis 

F rotation. If all equations are referred to radial motion, the 

du 7.1* 



ree exerted by tangential inertia is 



d('"'L, 



at point (1), and 



, du 



1,1, 



at the mass center of the centrifugal weight. 
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Tills expression for the regulating force due to tangential inertia 

dU L, L2 

- «„ m 



may be written 
The force es 
friction appears in the form —K 



dt " ' L, 
The force exerted by an oil gag pot or by equivalent solid 

-K-—-A,. It has the 

at 

negative sign because it opposes increase of x. Adding up 
we obtain the sum of all unbalanced forces acting upon the 
governor, namely 

2C{U -Xp) ■Vu.m.^'^-^-K A.^- 

Lz at at 

This sum of forces equals equivalent mass (m,) ' times accelera- 
tion so that we obtain 



°df^ 



2C{U-Xp) + u 



LJ^dU dX 

' L, dt " dt' 



Further developments will show that the character of the 
regulation depends upon the relation between certain time 
elements. With two of these we are familiar, namely the 
starting time T„ and the governor traversing time T^. To 
introduce the latter, divide the equation by 2 C; then the left- 
hand member becomes -7777- ~^::r'j but^,= - — T.^ (see 
A t at- 2, m. 

Chapter IV) so that the left-hand member can be written 



—rr' Similar time values can be introduced for - ' - j —i 

dv 2 C Ls 

KA. 



— is that velocity which an unbalanced force C would finally 

KA 
produce when opposed by the oil-brake. And is the time 

which is required to traverse the whole travel A „ of the governor 

' nio in this case «iuiils mc+ nii ( — ) . 
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with said velocity — • This time may be called the brake- 

resistance traversing time. It will be denoted by Tb, so that 

KA 1 

^ = -z Th- Similar reasoning can be applied to the expres- 

sion * * — tin Li is the linear velocity of the inertia mass mi. 

CLz 
A centrifugal force C would exert the force -7— on this mass, so 

CL L 
that 7 is a linear acceleration. C- Ti - UnLi where Ti 

might be called the starting time of the inertia mass. Hence 

— z— 77 — = — • With these notations the equation of motion 

of the governor masses is 

Equations (1) and (2) contain C/and X. Wc can eliminate 
one at will and, by doing so, obtain the final differential 
equation either for X (governor deviation) or for U (speed 
deviation). By differentiation of (2) with regard to t and by 
substitution from (1) we obtain 



( 



2) dt^ '^ T.'^^ dt '^ 2 T. dt '^ 2 df ''^'" ^^^ 



The introduction of the various time elements in the theory 
of governors is due to Professor Stodola (Schweizerische Bau- 
zeitui^, 1893 and 1894). 

To eliminate X and obtain an equation for C/, form the 
derivatives of X from (1) and substitute in (2). We obtain 



- &)' -■ 
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By arranging both (3) and (4) with regard to the order of 
the derivatives, we obtain 



dl' ■*■ 2 



\rj df 



P + 



+ 



2T. dX 



(IT,)' dl 



1 



/T,\' 



x = 



.(5) 



dl" ' 



ihT^y 



-U=0...{G) 



The equations for U and X are identical. At first thought 
this may appear strange, because we know from previous ex- 

Iplanation that the curve of govern- 
or motion and the curve of speed 
of prime mover do not coincide. 
However, this seeming discrep- 
ancy will disappear shortly. 

Equations of the type of (5) 
and (6) are known in mathe- 
matics as linear differential equa- 
tions of the third order with right- 
Their integral equations are well 




hand member equal to zero. 

known. Let equation (5) be written 



dh 



■+K, 



d^ 



+ K, 



dt 



+ KzX = 0; 



then the character of the motion represented by the equation 
depends entirely upon the relation between the three coef- 
ficients K,, Ki, and Ki, all of which are built up of time eler 
ments, with the exception of p. Correct governing is a game of 
getting there first with the lowest terminal velocity. The theory 
of vibrations teaches that, if the product K, Ki is greater than 
Ki, the governor comes to rest after a change of load. The 
motion is then represented either by Fig. 89 or Fig. 90. If 
if 1 Ki = Ks then the motion is kept up indefinitely with con- 
stant amplitude (limiting case, see Fig. 91). If A'l Kt is 
less than Ki, the amphtude increases continually. 
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The case of Fig. 90 is the one most usually occurring in 
practice. It is represented by the equation 

X (or U) = K4 6*^' + (Kb sin Zz t +Ke cos ZzOe*^ (7) 

where e is t he ba sis of nat ural l ogarithms, (2.71828), and where 
2i, Z2 + Zz V - 1, Z2 — Zz V - 1 are the three roots of the equa- 



U-Rela+ive Speed Change 




Fia. 90 



tion ^ -{■ KiZ^ +2^2 2 + X3 = 0. The coefficients X4, K^ and K^ 
are to be found from the state of motion at the instant when 
the change of load occurred. They differ in the solution for X, 
from those obtained in the solution for U, as will easily be under- 



U- Relative Speed Change 




Fia. 91 



stood from a study of Fig. 91. At the beginning of a disturb- 
ance the velocity curve starts with a finite angle, whereas the 
governor motion curve must start tangent to the horizontal 
axis. This explains how the two curves of U (velocity) and X 
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(governor displacement) can be quite different in spite of having 
the same differential equations. The coincidence of the latter 
simply expresses that both vibrations are made stable or un- 
stable by the same combination of time elements, that their 
period of vibration is identical, that t^^y liave the same rate 
of damping, etc. Although the proof cannot be given here, it 
may be mentioned that (1) the period (or length of each wave) 
is always the same, independent of the load change, (2) tliat 
both the speed fluctuation and the governor displacement 

(referred for instance to the first wave) are directly propor- 
tional to the load change. 

To find this speed variation of the first wave, the derivative 
of equation (7) for U must be equated to zero, that is to say, 

we must form "77 = i we must then solve the resulting equa- 
tion for (, which can be done by trial only, because t appears 
both as an exponent and as a factor of an angle. The resulting ' 
value of ( is substituted in equation (7), and U maximum is 
found. 

Creative practice pays no attention to these equations, 
because they are too complicated. It takes much longer to 
master and apply them than it takes to build a governor and 
try it. Besides, the practically important features can be ascer- 
tained much more easily from the limiting case. In spite of , 
this condition, no apology is offered for the introduction of 
this brief sketch. of the theory, because no one can ever appre- 
ciate the great usefulness of the simple equations of the limit- 
ing case, unless he has wrestled for days, or even for weeks, 
with the solution of the complete equation. 

In the advanced volume a few examples of the complete 
calculation will be given for the benefit of those who wish to 
make the governing of prime movers a life study. 

In estimating the probable maximum fluctuation from the 
limiting case, we must take care of the assumptions upon 
which it is based. Referring to Fig. 91, note that the vibra- 
tion is not sine harmonic at the outset, but soon becomes so. 
Consequently, the speed changes (?)(3), (3)(i). {5) (6). etc., 
are not equal to one another. Definitely known from theory 
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are the speed change (1){2) = 7"P, and the amplitude {7) (8) 

of the sine harmonic vibration which finally establishes itself, 

\ A T \\ 
and which equals -z t -^ \— • But what we are desirous of 

2 Ao T, Tp 

knowing is the fluctuation {1) (3) of Fig. 90. As in Fig. 91, (/) {2) 
equals -j- p in Fig. 90 also; but {2) (3) is the trouble maker. 

A \ A T l^ 

We may replace {1){3) hy -—'p + -K-— ~ yl — , where K is a 

Ao I Ao i B ^ p 

stop-gap coefficient, the lowest value of which is approximately 

1.2, and the average value of which is 1.6. K may reach 2 or 3, 

if much energy is stored up beyond control of the governor, as 

for instance in compound or triple-expansion engines, or in 

four-cycle gas engines. In the latter case it is better to use the 

average coefficient 1.6 and to add separately the speed change 

caused by the stored-up energy. Then we have 



- = (approximately) ^^ = ^i^P + -8 j;; jT- V7 + /^^ 



where E is the available stored-up energy, I the moment of 
inertia of the rotating parts, and u the average angular velocity. 
In a tandem double-acting four-cycle gas engine, E, for a 
sudden change from full load to no load equals twice the maxi- 
mum work done by each cylinder per power stroke, because 
one cylinder carries a compressed rich charge and another 
cylinder has taken in a full charge of rich mixture. Both of 
these charges will do maxinmm work, no matter what the 
governor does. If there is a large amount of explosive mixture 
stored between the governor valve and the cylinder, matters 
are worse. 

Since the steam turbine is to-day the principal prime mover, 
a brief sketch of a method of computing the speed rise due to 
energy beyond control of the governor will be appropriate. In 
a steam turbine both the steam in the steam chest, W, (pounds), 
and the steam in the turbine, Wi, will do work after the closing 
of the governor valve. This work is passed on to the turbine 
with an efficiency c. Let Ei be the Rankinc cycle work of a pound 
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of steam between inital and exhaust conditions (which work 
can be found from a total heat-entropy chart), then the work 
done by the steam not under governor control eq&als 

E^iW. + h W,)e El. 

Not all of W, does work, because a small amoimt remains 
at the end of the expansion; however, it can be neglected. 
Only one half of W, is put into the equation, because the 
steam in the turbine has only about half as much available 
energy per pound as that in the chest, e is .4 for very small 
turbines, .65 for the largest turbines, 

, . . Du 
The relative speed rise is — = 



The numerical addition of the three items in speed rise, 
namely static speed rise, dynamic speed rise under control of 
the governor, and dynamic speed rise beyond control of the 
governor is an approximation only. The true calculation is 
hopeless, as before mentioned. If, for any reason, the exact 
knowledge of the greatest speed fluctuation should be desired, 
a point by point method may be used. (See 83, Ruelf, Der 
Reguliervorgang bei Dampfmaschinen, and 34, Koob, Das 
Regulierproblem in vorwiegend graphischer Behandlung.) 
References to Bibliograpby ut cud of book: IG, 16, 3S, 34, 36, 67, 66, 73, 83. 



CHAPTER X 

DISCARDED TYPES OF SPEED GOVERNORS 

The speed governors which were discussed and the theory 
of which was developed up to this point are based on ''Watt's 
principle," which means that the centrifugal force of revolving 
masses is opposed by a centripetal force, and that any differ- 
ence between the two constitutes the motive force of the 
governor. The inertia governors treated in paragraphs 2 of 
Chapter II and 3 of Chapter IX are seemingly an exception 
to this statement; in reality they are not, because they are 
useful only on condition that tangential inertia is coupled 
with centrifugal force. 

At first thought, Watt's principle seems to be very unsatis- 
factory, because a change of speed (which the governor is 
intended to prevent) must occur before the governor can act. 
It is, therefore, quite natural that inventors of many countries 
should have worked hard to design governors on the basis of 
apparently more promising principles. However, the governors 
based on Watt's principle have survived, while governors based 
on other principles have disappeared. 

Nevertheless, knowledge of the discarded principles is 
valuable, particularly if it is coupled with knowledge of the 
reasons why they failed to meet the requirements of practice. 
For only by such knowledge can people with inventive minds 
be prevented from reinventing, with the courage of ignorance, 
mechanisms which were relegated to the scrap heap long ago. 

Tangential Inertia 

The principle of using tangential inertia for governing was 
investigated in paragraph 2 of Chapter II. It suffices here to 
refer to that paragraph. The general idea of using tangential 
inertia was first published by Werner and William Siemens in 

139 
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1845. Hence it is known as " Siemens' principle." It is clearly 
illustrated by Fig. 92. The inertia mass {}) tends to maintain i 
a constant speed, no matter what the latter may be. To keep 

Powei' Control 
MechCTnisfri 







pinion ro'fa+es con+inuaily 



wheels (i) and {2) from losing speed and running down, shaft 
(4) must drive shaft (6) by means of sufficient friction. Any 
acceleration or retardation of shaft (4) causes the supportiDg 



power con+ol 



Spring 




axle of planetary gear (5) to rotate about point (5), wB 
motion is utilized to adjust the energy control mechanism. 

The reasons why Siemens' principle, by itself, cannot be | 
used for governing were explained in paragraph 2 of Chapter II. 
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Dynamometric {or Load-) Governors 

Poncelet, in 1829, proposed a governing principle which is 
illustrated by Fig. 93. The torque from prime mover to load 
passes through a flexible spring coupling. The twist causes 
gears (1) and (5) to be displaced with regard to each other. 
Hence gears {2) and (4) (iii mesh with (1) and (5)) are also 
displaced, which causes gear (2) to travel along screw (S), 
.Vxial displacement of (2) shifts power control mechanism. 



Power Control 
Mechanism 



Seeming advantage: 
The action is practically 
instantaneous as soon as 
load changes. 

Drawback : The feature 
which makes this governor 
impossible is its failure to 
adjust the power-control 
mechanism, if intensity of 
available energy varies (for 
instance steam pressure, 
back pressure, head of 
water in hydraulic tur- 
bines, etc.). It has other 
drawbacks, namely vibra- 
tions due to flexible couplings, and never-ending vibrations in 
case the load changes suddenly (no damping). It does not 
maintain a constant speed. 




Fig. 04 



Chronometric Governors 

If the flywheel of Fig. 92 is replaced by a time-piece, which 
maintains a uniform speed of bevel gear {2), then the governor 
is called a '' chronometric governor." This type was invented 
by Sir C. W. Siemens in 1843. One of the many possible forms 
is shown in Fig. 94. Bevel gear and spindle (S) are driven by 
the prime mover. Planetary gear {2) drives the time-piece {6) 
through bevel gear (i), and operates the power-control mecha- 
nism through segment (5) and gear (4). The latter pair does 
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not revolve continually, but moves only to adjust the position 
of the power-control mechanism. 

In the mechanism shown in the illustration, the uniform 
speed of (6') and (1) is obtained by the friction brake (?), 
which, if desired, may be replaced by an oil brake. If the 
weights {6) go faster than desired, the friction force is greater, 
so that their speed is reduced. If they go slower than desired, 
the friction is reduced, so 
® © ® ^'^^^ "^^ dri\'ing mecha- 

nism can speed them up. 
Compared to the 
purely centrifugal gov- 
ernor, the chronometric 
governor possesses 
scv e r al disadvantages. 
First, the friction brake 
consumes power, or, if an 
independent source of 
energy is employed for 
the time-piece, its energy 
is wasted, in addition to 
the disadvantage of 
requiring attention. 
Second, a "jack in the box" gear is an unwelcome com- 
plication. 

Third, sudden changes of load produce never-endkig speed 
fluctuations. Let part of the load suddenly be removed at 
points {/) and (11), Fig. 95; then gear wheel (3) of Fig. 94 
will go ahead of wheel (1). At points (2) and (!S) of Fig, 95, 

torque equilibrium exists, and 37 = 0; but wheel (3), Fig. 94, 
at 

still runs ahead (see excess speed {3) (3), Fig. 95), so that the 

governor travels too far, namely to point {13) instead of point 

(IS). The governor oscillates about its new position, and the 

speed of the prime mover oscillates about the "synchronous 

Bpeed." The three disadvantages taken together have made 

it impossible for the chronometric governor to compete with 

the high-grade centrifugal governor. 
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Cataract Governors 
(Also known as pump governors, hydraulic governors, 

atmospheric governors or pneumatic governors) 
The principle of this method of regulation is clear from 
Fig. 96. A pump {1) driven by the prime mover delivers fluid 
to a receptacle (S), from which it returns to the pump through 
an orifice (S), which is usually made adjustable. The depth 
of the liquid in the upper receptacle (respectively the pressure, 
if the fluid be a gas), regulates the supply of energy to the 



^ 



^ Power 



© ® 



b® 



Mechanism 



-® 



prime mover. In the illustration, the float (4) operates the 
power-control mechanism. 

The cataract principle antedates the centrifugal governor 
of James Watt. It was used on the Cornish pumping engines. 
It can be used to-day to govern the number of strokes per 
minute of direct-acting pumps and compressors (which, as is 
well known, have neither crank nor flywheel). 

For turbines, and for engines with flywheels, the cataract 
principle has been very little used. The principal drawback 
is variation of viscosity (and of density) of the working fluid in 
the governor. If the type in question is to be used for engines 
or turbines, centrifugal pumps or rotary pumps are preferable 
to reciprocating pumps. 
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With proper design, the principle is capable of development, 
for special purposes of regulation, particularly in connection 
with direct-acting pumps. 

Vane Governors 
The resistance which a fluid offers to revolving vanes has 
been used as a principle upon which to design governors for 
prime movers. Figure 97 illustrates this type. Vanes (/) in 
box (2) are driven by the prime mover. The liquid which partly 
fills the box is taken along by the vanes with a fraction of their 
angular velocity. The moving liquid exerts a drag on the 




casing {which is provided with many projections for tliat pur- 
pose). The drag is resisted either by a spring or by a weight. 

Governors designed on this principle bear different names 
(derived from the names of their inventors) in different coun- 
tries. They always involve a loss of energy. Besides, the dissi- 
pated energy is converted into heat, which changes the density 
and viscosity of the oil (or other fluid) and with them the 
equilibrium speed of the governor. The principle has been 
abandoned and is not likely to be introduced again. 

Centrifugal Compensator 
Recognition of the reasons why an isochronous governor 
fails to produce isochronous governing led Ivnuwles in 1884 to 
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the invention of a practical solution, the principle of which is 
illustrated in Fig. 98. Knowles' principle has been discarded, 
not because it is impracticable, but because the same end can 
be attained by much simpler means (see paragraph 2 of Chapter 
IX). In the illustration, (/) is a centrifugal governor with 
sufficient static fluctuation to insure stability of regulation ; 
(6) is a similar governor, the regulating travel of which is kept 
within narrow limits. (/) is the main governor, (6) is the 
auxiliary governor. From 
previous explanations it 
is known that different 
speeds belong to the posi- 
tions (2) (3) U) of gover- 
nor (i ) , and would likewise 
belong to positions (10) 
(9) (8) of the power- 
control mechanism, if the 
length of the link (S) {9) 
remained constant. If, 
however, after a change 
of load, governor (Jf), and 
with it the upper end of 
link (5) (S), is returned to 
one and the same position, 
then one and the same speed corresponds to all positions of 
the power-control mechanism. This desirable object is gained 
by making link (3) {9) adjustable in length and by automatically 
returning governor (jf) to the same position. The auxiliary 
governor (6), by means of friction wheel (5), pulleys (7), and 
turnbuckle (jf /), slowly adjusts the length of link (3) (5). Equili- 
brium obtains if the speed of the prime mover keeps the auxiliary 
governor free from the friction wheel. The equilibrium speed 
of governor (6*) should coincide with the mid-position speed of 
governor (Jf). 

Governor (6) takes the place of the compensating oil pots 
explained in Chapters IX and XIII ; so that it may be called 
a centrifugal compensator. 

While Knowles' principle has been discarded in direct-con- 
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trol governing, a modified form, with one governor only, is 
extensively used in relay governing (see Fig. 123). 

Electrical Governors 
At the present time power is transmitted long distances 
almost exclusively by electrical means, so that prime movers 
for power generation and transmission (as distinguished from 
prime movers for pumping, blowing, etc.) are used more and 
more for driving electric generators to the gradual exclusion of 
everything else. 

Electrical energy is quick acting and is free from mechanical 
friction. It lends itself beautifully to the design of regulators 
and governors. In consequence, many attempts have been 
made to use electricity directly for 
governing, and to circumvent the 
tiparatively slow mechanical 
governor. 

The principle of an electrical type 
of governor which was in use for 
more than a decade will be under- 
stood from Fig. 99. Core W) and 
coil (5) form a solenoid, the attrac- 
tion of which is counteracted by a 
spring (J). If the current in (5) is 
increased, core (4) is pulled down, 

/"SX ^*^ T and the throttle valve (5) movea 

^^ toward closed position. In practice, 

^'"* ™ the travel of the core must be kept 

very small, to avoid hunting. The use of an oil gag pot (3) 
reduces hunting, but does not eliminate it. To keep the travel 
of (4) small, a relay was interposed in practice (see Chapter XIII). 
The governor in question was used mainly on constant 
(direct) current arc lighting machines. Maintaining constant 
current meant great variation in speed, depending upon the 
number of lamps in the circuit, and for that purpose the governor 
was well suited. Direct current arc lighting for streets is to-day 
a matter of past history. When the direct current arc lighting 
machine went out of usage, the governor, Fig. 99, went with it. 
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In alternating current work, it is desirable to maintain a given 
number of cycles, and to govern voltage by electrical means. 
But a constant number of cycles means a constant speed of 
the prime mover, and for that purpose the revolution counter, 
or, in other words, the centrifugal governor, is the best solution. 
If maintaining a constant voltage, without any regard to the 
nimiber of cycles, were the prime consideration, then and in 
that case it is highly probable that governing would be accom- 
plished to-day by electrical means. 

References to Bibliography at end of book: 4, 6, 6, 22, 31, 36, 39, 42, 61, 62, 80. 
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GOVERNING FOR CONSTANT RATE OF FLOW 

In connection with prime movers driving pumps, cases are 
encountered in which it is necessary to keep the rate of delivery 
of the pump constant. The type (jf governor employed for 
this purpose varies with the type of pump. 

In positive displacement pumps (including reciprocating 
and rotary blowers), the delivery is, within reasonable limits, 
proportional to the angular velocity, and independent of the 
resistance to flow on the discharge side. Consequently, con- 
stant delivery is, within the same limits, identical with constant 
speed, and prime movers driving constant displacement pumps 
or blowers are, for the purpose in question, equipped with 
constant speed governors. If the resistance tn flow varies 
widely, constant speed does not mean constant delivery, 
because the volumetric or delivery efficiency drops in all posi- 
tive displacement maclxines, aa the resistance is increased. The 
reduction of volumetric efficiency is due to several causes 
such as leakage and slip, rcexpansion in clearance volume, 
heating of incoming gas, rcevaporation (if vapor is pumped) 
etc., which need not be discussed here. Since increased re- 
sistance means increased pressure on the delivery sitie, the 
reduction of volumetric efficiency can automatically be com- 
pensated for by a slowly applied increase of speed under the 
influence of increased pressure. (In the case of vacuum pumps, 
substitute "suction side" and "decrease of pressure" for "dis- 
charge side" and "increase of pressure.") There should be 
no difficulty in accomplishing this result, although no applica- 
tions of this thought appear in practice. 

Matters are cjuite different with velocity pumps, of which 
type the centrifugal pump and the turbo-blower are repre- 
sentatives. The rate of delivery is a funciion of both angult 
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velocity and resistance to flow, so that, for a given speed, the 
flow may vary within wide limits. Speed governors, therefore, 
will not do for maintaining constant rate of flow, but a force 
must be derived from the flow itself. Here a wide field is open 
to the ingenuity of inventors, because there exist so many 
methods for deriving a force from the rate of flow. If we glance 
over the variety of centrifugal governors and remember that 
they are all based upon one single force action, namely that of 
centrifugal force, then we begin to realize what a number of 
"constant volume" governors is possible using either the im- 
pact disk, or the Venturimeter, or the Pitotmeter or nozzles 
and orifices, or constant pressure difference with variable 
orifice area, or temperature rise methods, etc. With all this 
variety of possibilities there is a certain similarity between 
volume governing and speed governing, as will be apparent 
from the following : 

In centrifugal pumps and low pressure turbo-blowers the 
relation between angular velocity t/, pressure p and rate of 
delivery V is (near enough for all practical purposes) given by 
the equation 

where Ki and K7. are design constants peculiar to each machine,^ 
see also Fig. 100. If now the pump or blower operates solely 
against a friction resistance 
(centrifugal pumps in closed 
systems, blowers for fur- 
naces, etc.), the pressure 
generated by the pump is 
used for overcoming friction 
resistance only, which may 
be expressed by the equation 
V=^KzV\ (In high lift 
centrifugal pumps this rela- 
tion does not hold. For such 
pumps, however, volume governing is practically never used.) 

* This equation docs not apply to turbo-compressors, on account of the change 
of density with i^ressuro. Hut turbo-compressors are governed for constant pres- 
sure, and not for constant volume. Therefore, the discrepancy does not matter. 
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Combining the two equations furnishes {Kt + Ki)^ = Xiu' or 
finally 

^-"^^, <» 

Evidently the rate of delivery is directly proportional to the 
speed, as long as the external resistance iCj remains constant. 
But the latter is usually the case. If, for instance, a turbo- 
blower delivers air to a blast furnace, the changes of resistance 
in the furnace, although of considerable magnitude, occur so 
slowly that during the period of one process of regulation 
(caused, for instance, by a sudden change of steam pressure) 
the resistance may be considered constant. But if relation 
(1) holds, all the theories applying to speed governing must 
also apply to volume governing. There must be a static fluc- 
tuation (difference of pressure between great and small resist- 
ance), there exists a limiting case of nevei^ending vibrations, 
a gag pot is needed to enforce stabihty, etc. For this reason 
it is unnecessary to go further into the theory of volume govern- 
ing, because the theory of speed governing can be applied with 
small changes. 

The two types of "volume" governors which are at the 
present time in use in the United States are diagrammatically 
illustrated in Figs. 101 and 102. In both illustrations the 
force derived from the rate of flow is shown as operatuig the 
energy-controlling device directly, whereas, in practice, a relay 
is used. The latter part of the governors will be found discussed 
in Chapter XIII. 

In Fig. 101 (General Electric) an impact disk is used. The 
disk produces a pressure difference due to throttling and, at 
the same time, acts as piston for converting the pressure differ- 
ence into a regulating force. In Fig. 102 (Rateau, Ingersoll- 
Rand) a partial vacuum is produced by a Rateau multiplier (two 
or three Venturi tubes in a set). The suction is transmitted to 
a separate piston (4). 

Many of the definitions from the statics of centrifugal 
governors can be applied here, if properly modified. In both 
types the "strength" of the governor is found by the force 
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which is required to move the governor when it is not in opera- 
tion, which in the present case means without flow. The whole 
strength cannot be utiUzed in regulation, because that would 
require cessation of flow. The governor has a work capacity 
depending upon the governor piston displacement and upon 
the pressure difference due to the allowable difference in the 
rate of flow. Both governors have stabiUty and a static fluc- 
tuation. In Fig. 101 stability is obtained by cone angle i and 
the spring (1). In Fig. 102 it is obtained by the spring (1). 
If the steam pressure varies, or the resistance of the furnace 
varies, the control valve (Z) must change its position, which 

Fulcrum Partial Vacuum 




Sfeam 
Line 




Fulcrum 
S+eam 



Fig. 101 



Fia. 102 



(on account of the just mentioned stabiUty) means that the 
rate of flow must change. If the stabiUty is too small, that is 
to say if it is attempted to regulate too closely, never-ending 
vibrations will result ; the governor will hunt, unless special 
gag pots, etc., are used (see paragraph 2 of Chapter IX). 

Just as in speed governors adjustment of speed is obtained 
by variation of strength, so in volume governors adjustment of 
rate of flow is obtained by the same means. In Fig. 101 the 
strength is varied by the shifting of the weight (S) along its 
supporting lever, and in Fig. 102 the same is accompUshed by 
turning hand wheel (S), which varies the initial compression of 
spring (i). 
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The complete theories o' these two governors, including the 
measuring apparatus for the rate of flow, are not difficult. But 
they will not be given here, because the governors are patented, 
which means that the theory would beneSt only a very limited 
circle of engineers. 

In connection with volume governors it should be remarked 
that frequently more is expected of them tlian they can accom- 
plish. This refers particularly to the application of such gov- 
ernors to blast furnace blowing equipment. In blast furnace 
practice the furnace, the boilers and the blowers are interde- 
pendent. If the furnace hangs (resistance becomes very great), 
more steam is used, while the gas supply from the furnace to 
the boilers remains constant. The steam pressure drops, so 
that still more steam is used. Soon a limit is reached, and the 
rate of flow of air to the furnace cannot be maintained, unless 
the heat input into the boilers is increased by other mean.t, 
such as coal fire. If the quantity of blast falls ofT, the supply 
of gas also falls off, the steam pressure is lowered still more, 
etc. Most obviously neither a constant volume governor on 
a turbo-blower nor a constant -speed governor on a reciprocating 
blower can obviate or cure such a condition, and should never 
be expected to do so. 

Rcf ereucc to Bihiiograpliy at cnJ of tiouk : 81. 



CHAPTER XII 

GOVERNING FOR CONSTANT PRESSURE 

In the governing of pumping machinery, the most widespread 
requirement of regulation is to keep constant the pressure (or 
suction) produced by the pump, no matter how much the 
demand or rate of flow of fluid pumped may vary. 

Pressure governing differs from speed governing in many 
respects. Although the reasons for the differences will not 
appear until later in the chapter, the principal differences will 
be mentioned here for the sake of greater clearness. First, 
the influence of pressure governing upon the prime mover is 
felt more slowly than that of speed governing, because change 
of pressure is the accumulated effect of speed deviation. Second, 
different pumps have widely varying characteristics (relations 
between pressure, rate of flow and speed), so that a governing 
device which is successful with one type of pump may be a 
failure with another type of pump. Third, while in speed 
governing the two variables, namely torque and angular ve- 
locity, are, within reasonable limits, independent of each 
other, the variables in pressure governing are not independent 
of each other ; the resisting torque (average per revolution) 
of a pump is a function both of the pressure and of the rate of 
flow. Finally, the word ** regulation, '^ when applied to govern- 
ing for constant pressure, is very elastic, ^\^lile in air com- 
pressor plants for mines and factories variations in pressure 
of 15% to 20% or even more are allowed, and are considered 
" close enough,'' pressure fluctuations on the suction side of 
gas exhausters for by-product coke ovens must be kept down 
to 1/10% of the prevailing pressure, and even that small varia- 
tion is called ''not close enough." 

The understanding of the phenomena of pressure regulation 
presupposes familiarity with the characteristics of different 
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types of pumps. For that reason, a brief discussion of the most 
important features of pump characteristics will now be given. 

The two types of pumps on which pressure regulation is 
practiced are the displacement tj-pe and the velocity type. 
Figures 103 and 104 are indicator cards of a water pump and 
of an air compressor, both of which are dis- 
placement pumps. The section Uned areas 
indicate losses due to friction through valvea 
and ports. These losses increase with the 
speed, so that displacement pumps have an 
automatic stability. If the prime mover 
delivers a given amount of work per revolu- 
tion, and if the demand upon the pump 
remains constant, the speed will not increase, for two reasons: 
First (if the demand remains constant), the pressure produced 
by the pump would rise with speed, and second, the friction 
losses would increase with speed. But both of these mean 
more work per revolution, which excess work the prime mover, 
under the assumed conditions, is unable to give. In some air 
and gas compressors the just mentioned stability is very small 
or even zero. By study of the dotted line in Fig. 104, it is easily 
seen that, while the friction work 
below the atmosphere increases, 
the work of compression above the 
atmosphere falls off, on account 
of the reduced dehvery, which 
latter is occasioned by the pres- 
sure drop through the inlet valve 
and ports. The stability is nega- 
tive in certain compression ranges 
of vacuum pumps and compressors 
with fixed discharge pressure, but 
variable intake pressure. It is well known that such pumps 
require maximum work per stroke, if the intake pressure equals 
one third of the discharge pressure (see Fig. 105). Below that 
intake pressure, more speed means reduced intake pressure, less 
work per stroke ; this in turn means still more speed, etc. Th! 
system is naturally unstable. Fortunately, close governing for 
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instant discharge pressure is never required with this wide range 
of intake pressure. 

The prime mover also contributes to stability or lack of 
stability. jVlthough study of this problem rightfully belonga 
in the chapter on the self-regulating 
properties of prime movers, it will be 
taken up here, as far as It concerns 
pumping machinery. The prime 
movers driving displacement pumps 
are steam engines and internal com- 
bustion engines. Only very occa- 
sionally steam or hydrauhc turbines 
are used. In steam engines, control 
is effected either by tlu-ottling or by 
variation of cut-off. In throttle 
control, there belongs a certain posi- 

tion of the throttle to a given speed and pressure drop. If the 
engine speeds up with a fixed position of the throttle, the pressure 
drop through the valve increases, the work done per revolution is 
decreased, the deficiency of work is taken out of the flywheel, 
and the speed is reduced again. Hence throttle control results 
in inherent stabihty. It is quite different with cut-off control, 
because one and the same position answers for all speeds and 
rates of dehvery as long as steam- and back-pressure remain 
constant. In practice, this holds true within certain limits 
only, because there is always some throttUng in the ports, 
which makes itself felt more and more at higher and higher 
speeds. But the effect of speed is small, so small as to give very 
Uttle inherent stability. The latter must be enforced by the 
proper regulating mechanisms which are described in the 
second paragraph of this chapter. 

The characteristic properties of pumps are expressed in 
■acteristic curves. For displacement pumps such "charac- 
are not in common use, because the ideal character- 
istic of a displacement machine is a vertical straight line, see 
Fig. 106, which means that the rate of dehvery does not depend 
upon the pressure. (Fig. 106 is drawn for variable discharge 
lUre and for constant suction pressure.) Actually, several 
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circumstances, depending upon tlie type of pmiip and upon the 
fluid pumped, change the shape of the characteristic. Such 
circumstances are slip, reexpansion in clearance space, heating 
of incoming air or gas, etc. But even mth. consideration of 
these features, the characteristics of displacement pumps are 
almost vertical within the practical range. Three character- 
istics are shown, namely for unit 
or normal speed, for ^ speed and 
for double speed. For a given 
discharge pressure, the delivery is 
almost proportional to the speed. 
As a rule, the delivery does not 
grow as rapidly as the speed, partic- 
ularly in air and gas compressors 

inuniitime-^ (gee Fig. 104), uuless an intake 

^'°- "* pipe is provided of sufficient length 

to use the inertia of the fluid in it fur shoving an extra quantity 
into the pump at the end of the retardation period (end of the 
stroke in reciprocating machines). 

Turbo-pumps and turbo-compressors have no " indicator 
cards," so that the features afi'ecting regulation must be studied 
directly from the pump characteristics. While the character- 
istics of centrifugal (or turbo-) pumps for liquids differ from 
those of turbo-compressors, they will not be studied separately 
in this sketch, because governing for constant pressure is not 
common in connection with centrifugal pumps, whereas it is 
quite conmion with turbo-compressors. In this latter type of 
turbo-machine speed, torque, pressure, and rate of delivery 
cannot be related by any rational algebraic formula, because 
the characteristics vary greatly with the design of the blades, 
of the diffusor, with the rate of eoohng between the stages, 
with the quantity of air slipping back per stage, and with 
other details. But in spite of this variety there is sufficient 
similarity between the characteristics to allow the drawing of 
conclusions for pressure regulation. In Fig. 107 the charac- 
teristics of a turbo-compressor are shown drawn to scale. 
Arbitrarily, a certain rate of delivery has been called unity, 
and just as arbitrarily a certain speed has been called unity. 
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Let p, be the discharge pressure which is to be maintained 
constant, on the assumption that intake pressure is naturally 
constant. (If both intake and discbarge pressures are subject 
to change, matters are more comphcated.) The characteristics 
show that 2^ % of change of speed changes the rate of delivery 
from .81 to 1.06, or roughly 26%. This behavior of turbo- 
compressors has been cited as a great advantage, because, 
with constant speed governing, the pressure changes so little 
over quite a wide range of delivery. This property is indeed 
an advantage in cases where the demand (for air, for instance) 
stays within narrow limits, because then pressure governing is 
reduced to the common and well-worked-out problem of speed 
governing. It may be noted in passing that this part of a turbo- 
compressor characteristic differs radically from the displace- 
ment pump characteristic (Fig. 106). In one case the curve is 
almost horizontal ; in the other case it is almost vertical. Re- 
turning to the case in question, it must be stated that cases of 
limited range of delivery almost invariably turn into cases of 
wide range of delivery in the course of time, so that the ad- 
vantage is more apparent 
than real. The relation 
between speed variation ■ 
and delivery variation 
for a given constant dis- 
charge pressure is ap- 
parent from the nest of 
characteristics. If the 
demand drops below a 
certain critical value V, 
which equals about .75 
in the diagram Fig. 107, the pressure can no longer be kept 
constant, but drops rapidly to p„, rises again to p, under the 
influence of the governor, drops back to p„, and so forth. The 
turbo-machine surges or pumps, unless special governing devices 
are provided which either throttle the inlet, or bleed the 
discharge. 

From a comparison of displacement and velocity charac- 
teristics it is evident that maintaining constant pressure against 
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a variable demand requires much greater change of speed in 
displacement machinery than it does in turbo-machinery. 

Turning now to the regulating devices used for raaintaioing 
constant pressure against a variable demand, we see immediately 
that we have two possibilities for regulation, namely (1) to 
keep the speed of the pump and prime mover constant and to 
vary the output of the pump proper, and (2) to vary the speed 
of the prime mover. Method No. 1 is obviously independent 
of the type of prime mover, and may be applied just as well if 
the pump is driven by an electric motor or by belt from a line 
shaft. Devices for varying the output of the pump in spite of 
constant angular velocity were indeed originally developed for 
belt-driven and for motor-driven pumps. Although they are 
now, for the sake of uniformity of pump design, frequently 
used on engine- or turbine-driven pumps, they do not belong 
in a book on the governing of prime movers, and will not be 
described here.^ In the application of the second method the 
most natural step to be taken consists in deriving a force from 
the pressure produced by the pump and in opposing it by a 
known force, as indicated in paragraph 1 of Chapter I. Any 
difference between the two forces is used to move the energy- 
controlling mechanism. This method leads to devices which 
are diagrammatically illustrated in Figs. 108, 109 and 110. 
In these illustrations no attempt has been made to impart 
features of machine design. In these devices the pressure, 
acting upon some form of piston, tends to lift a weight (/) or 
to deform a spring {2), or to do both. If the weights {/) only 
are used, the tendency is to maintain a constant pressure irre- 
spective of the position of the float, bellows, or piston. If the 
force of a spring such as indicated by (3), Fig. IDS, is added to 
the weight, the tendency is to adjust a different pressure for 
each position of the float, bellows, or piston. 

In this description, the phrase "the tendency is to" was 
used advisedly, because these devices will, under certain con- 
ditions, govern satisfactorily, and will result in abominably 

' Thf principal menns used are by-paaacs, throttling of inlpl, keeping inlet or 
outlet valves open, varyinR cleamnec Epocc, starting and stepping; many ot Ihem 
arc known m unloading devieee. 
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I poor regulation under different conditions. The safest way to 
I determine wliich of the two will happen would be to derive and 
I discuss the complete differential equations of motion. But 
I pressure regulation, as before stated, has one more variable 
J than speed regulation, which makes the differential equations 
' of pressure regulation more complicated than those of speed 
regulation. For that reason an attempt will be made to con- 
struct a limiting case between stability and instabihty in a 
manner similar to that followed in speed governing. This 





' limiting case will be derived with the aid of Fig. Ill, which 

represents a diagram of an air or gas pump (2) delivering 

into a container of volume Vi from which the fluid is discharged 

in a steady stream through a nozzle (/). Let the pump deliver 

V'u cubic feet of fluid per second, where u is the average angular 

velocity of the pump. Valve (4) controls the flow of steam to 

. the prime mover (not shown) operating the pump. Now let 

I the governor be set in motion up and down. Under what con- 

l ditlons will governor, speed and pressure perform sine harmonic 

■Tibrations about the values of equilibrium? 
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Let X be the displacement of the governor from equilibrium 

position, then 

du X M„ 



dt 



I 



which is true upon the assumption that x is small, which means 
tliat the pressure variations are so small as not appreciably 
to affect the unbalanced moment. A„, as before, is the whole 

governor travel, M„ is the maximum 

torque, and I is the moment of inertia of 

all rotating parts. 

Let Du bo the angular velocity in 

excess of the average ; then we find the 
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pressure rise in time rfi from (DuV'dt+ V-i)p= V2{p+ dp) from 
which we have 

dp=Du--pdt (2) 



Turning to Fig. 112, assume that the governor performs 
pine harmonic vibrations of the amplitude J.l. Then the speed 
will also fluctuate up and down with a phase lag of 90° behind 
the governor motion. But with a container as shown in Fig. 
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111, the pressure lags 90° beliind the speed, the pressure being 
a maximum when the excess speed disappears. This means 
that the pressure lags 180"^ behind the governor. Hence, the 
pressure change is (negatively) proportional to the governor 
displacement, and the pressure curve in Fig. 112 is a straight 
line (/)W)- Comparing Fig. 112 with Fig. Ill, we note that 
excess pressure, such as that at point (4), urges the governor 
still farther away from mid-position. But to get sine liarmonic 
motion, we must subject the governor to a force which pulls 
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it back to equilibrium position and which is proportional to 
the displacement x. A stability spring must therefore be achlcMl 
to return the governor. If line {2) {3) in Fig. 112 represents 
(negatively) the spring forces, then only the difference betwecMi 
spring force and excess pressure force is available for returning 
the governor, as indicated by vertical section-lining. 

The angular velocity w of the auxiliary vector of the sine 
harmonic vibration is determined by the section-lined ordinates, 

because w = \ — -j where Pi is the restoring force at unit 

^ m 

displacement. At the end of the governor swing the restor- 
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ing force is (3) (4) = (3) {6} - M) i6) or -S, - G D.p, where S, 

is the spring force for unit deformation, G = cross-sectional 
area of governor float, D^p = excess pressure at the end of 
governor swing. Now suppose the stiffness Si of the spring 
to be adjustable. Make the spring more flexible. Then w will 
become smaller, the excess speed will grow, and the excess 
pressure will grow. The section-lined strip becomes smaller, 
first, because point (3) comes down, and second, because 
point (4) goes up, A limit is soon reached. There must be 
a minimum scale Si „,, to the spring to make return of the 
governor possible. If, on the other hand, the spring is made 
stiffer, the motion of the governor is quickened, and both excess 
speed and excess pressure tend to become smaller. It should, 
however, be understood that during the process of changing 
from the steady vibration with large amplitude to another 
steady vibration with smaller amphtudc, the three deviations 
of governor displacement, speed and pressure will fall out of 
step for a while and will cause quite heavy fluctuations. 

The minimum spring scale necessary for stability is easily 
computed. For sine harmonic vibration with angular velocity 
V) of auxiliary vector, equation (1) becomes 
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Substitute this in equation (2) then 
V 1 A M^ 



p here represents the average value of the pressure in Vj. 
integration we obtain 
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with a maximum value at end of swing of 

1 A V'p M^ 



But we also have w = \ — - — --^ — • 

m A m 

2 

The two expressions for w must be equal, hence 

Si DoP G 1 A Y'v M^ 1 



m \A m 2 Ac V2 I DoP 

This equation may be solved for Si or for Dop. It is more 

D T) A Ttt 

instructive to do the latter. By multiplication with "* — > 

we get an equation of the form {Dop Y — Ki.Dop = — K2, 
from which DoP = iKi± V (^-Ki)* - K2, or, by substitution 
of the values of the constants, 



'^ - - ^U G J 2A.V^ I 2G ^ ^ 
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From this equation it follows that there may be a great or 
a small pressure rise for a given spring force, as long as the 
value of the radical is real. If the latter becomes zero, then 
we work with the minimum spring scale. Hence we have 

1 SM^ 1 A V'pM„A m 
16 G« ~ 2A0V2 I 2' G 



or 



s^^^^jn^^ (4) 



By the introduction of time elements, this equation may be 

Mfn u pG 2 

simplified. We know that -y- = — , also that -— = j^FTi* 
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where T ^ is governor traversing time under the influence of 
pressure ; V'uTf = Vz, where 7"/ is the time required to fill the 
volume of the container. Then we obtain 



.(5) 



2m J 2 



for the smallest permissible scale of the spring. 

From this equation the static pressure fluctuation can be 
found, because 

pressure difference {between extreme positions) X governor area 
= spring scale X governor travel, hence when 

static pressure difference between extreme positions 

p = ■> 

average pressure 

The conclusion from this reasoning is that, for stability of 
regulation, the governor must have a minimum static pressure 
fluctuation, just as in speed governing the governor had to 
be designed for a minimum static speed fluctuation. For many- 
classes of service such a fluctuation is admissible, but occa- 
sionally very close pressure regulation is desired ; a static 
fluctuation is not permissible in such a case, and temporary 
stability must be secured by other means. Among such means 
are compensating dashpots, similar to those used in speed 
governing (Chorl ton- Whitehead governor, Bee governor, etc., 
see paragraph 2, Chapter IX) , or throttling of the inlet to the 
governor such as at point (3), Fig. Ill, or inclosure of the 
governor in an almost airtight box. 

The question of stability of regulation being settled, the 
problem arises, what must be done to damp the vibrations out 
of existence? The device used in speed governing, namely 
damping by an oil gag pot, does not work in this case, as will 
readily be understood from Fig. 1 12. The period of a damped 
vibration is longer than that of an undamped vibration, hence 
the speed rise is greater, and the excess pressure become 
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greater (instead of smaller, as desired) ; the governor diH^s not 
return promptly. Another method of arriving at tlie s:inio 
conclusion consists in arresting the governor at point v5\ 
Fig. 112, until the speed has dropped to normal. During that 
time the pressure rises considerably. As soon as the governor 
is released there is no force to return it, and it crawls farther 
away from the equiUbrium position under the influence of 
accumulated pressure. 

While governor displacement damping fails, ''speed damp- 
ing" does the trick. If in Fig. 113, which is a reproduction of 
part of Fig. 112, the speed should not rise quite as high on the 
travel to the right, and should not fall quite as low on the 
travel to the left, then the pressure fluctuation would be re- 
duced, more restoring force would be effective, the governor 
would quicken in its movements, the 
pressure fluctuation would become still 
less, etc., and the vibration would 
cease. This desirable effect is produced 
by throttUng both in the ports and 
valves of the prime mover, and in those 
of the pump. For a given position of 
the power-controlling mechanism, 
throttling makes more of the engine or 
turbine torque available at low speed, 
and reduces it at high speed. The 
speed is reduced during the excess speed period, and is increased 
during the speed deficiency period ; it will follow a line some- 
what like the dotted spiral of Fig. 113, and the vibrations will 
rapidly die out. 

Summing up, the devices shown in Figs. 108, 109 and 110 
may work satisfactorily, and may not. Satisfactory regula- 
tion is favored by long starting time T, (large flywheels), 
long filling time T; (large container), and small governor 
traversing time. Stability of regulation requires static pressure 
fluctuation or, where such fluctuation is not permissible, tem- 
porary stability. Throttling in valves and ports of prime 
mover and pump damps vibrations out of existence. 

Pure pressure governing of the character here described 
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occurs seldom. As a rule, the container is a piping system of 
small cross-sectional area compared to its length, see dotted 
lines in Fig. 111. In that case any increase of speed immedi- 
ately causes an increase of pressure at the mouth of the pump, 
on account of the friction in the pipe. The pressure does 
not lag 90° behind the speed. It has a component which is in 
phEise with the speed and a component which is 90° behind the 
speed. In a vibration diagram with abscissa? representing 
governor displacement, the component in phase with the 
speed is represented by an ellipse with the governor displace- 
ment as an axis, while the component lagging 90° behind the 
speed is represented by an inclined straight line, as before. 
The resultant phase depends upon the relative magnitude of 
the two components (see Fig. 114, where 
the inclined ellipse resulting from a com- 
bination of the two phases has been 
whown.) We then face the peculiar situa- 
tion that the speed component requires 
speed regulation, and the pressure com- 
ponent requires pure pressure regulation. 
For the sake of the speed component 
F"^- 11* an adjustable oil gag pot is usually 

necessary, unless displacement damping can be secured by other 
means. 

Friction in pressure governors is just as harmful as friction 
in speed governors, if close regulation is desired. It produces 
a "detention by friction" and endless fluctuations of pressure, 
unless it is eliminated. Just as before, impressed cyclical 
vibrations of pressure (caused, for instance, by the pulsating 
delivery of displacement machines), jarring and vibration 
transmitted mechanically to the governor, and impressed 
cyclical forces eliminate friction. In the absence of these 
agents, a frictionless governor must be used ; this means 
knife edges, roller or ball bearings, and floats or bellows (Figs. 
108 and 109) in preference to pistons (Fig. 110). If the latter 
design must be used on account of high pressure, good lubrica- 
tion and plenty of oil grooves for distributing the pressure uni- 
formly around the piston are a great help ; because absence 
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of such grooves, coupled with local deformation due tc, 
high pressure, forces the plunger to one side and causes it to 
stick. 

All prime movers regulating for constant pressure must 
also be equipped with a speed limit centrifugal governor so 
that excessive demands upon pump or compressor will not 
^'wreck the outfit. Such runaway governors may be {and usually 
*are) of very simple design, because they enter into action only 
occasionally, and because all pretense to close regulation is 
abandoned when they do enter into action. Of course they 
must be strong enough to handle the valve gearing. 

While pressure governing by the devices shown in Figs. 
108, 109, and 110 is successful with proper design when a single 
prime mover and pump work against the demand for air, 
water, or gas, the assistance of a centrifugal governor cannot 
be spared as soon as two or more units work in parallel (deliver 
I to the same container). For proof of this statement study 
Lthe action of two steam-driven compressors jointly furnishing 
Ieomprcs.sed air to a mine. Let the^e compressors bo of a high 
' class type, with steam cut-off governed by pressure governors, 
such as shown in Fig. 110. Let one governor have a littio 
more friction than the other. Now let the steam pressure drop 
gradually. Then the governor with less friction will adjust 

»its engine and will maintain the pressure. The governor with 
more friction will not move, because the pressure is main- 
tained constant by the other governor ; its engine will not 
jeceive enough steam, and the compressor will slow down 
Considerably, causing the other machine to speed up an equal 
amount. As a makeshift, one of the machines is soinKtimes 
operated at constant speed by a centrifugal governor, all the 
regidating being done by the second machine. This will do 
in the case of two machines, but when three or more run in 
parallel, the fluctuations are too severe to be taken care of by 
one pressure governor and compressor only. 

In order to make all macliines share evenly (or nearly so) in 

the delivery, a combination centrifugal and pressure governor 

is frequently used. The principle of such a combination gov- 

^b ernor is shown in Fig. 115. A centrifugal governor (/) of great 
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static fluctuation, such as described in C'liapter V, controls 
one end of a floating lever (2). The other end of the latter is 
controlled by a pressure governor (4) of the type shown in 
Fig. 110. Point (3) of the floating lever controls the supply 
of energy to the prime mover. Variable demand for air (or 
other fluid pumped) at practically constant pressure means 
speed of prime mover fluctuating with the demand. Point (S) 
will, in high class reciprocating units, maintain practically th:- 
same position for any speed, except that it will move temporarily 
for the purpose of accelerating or retarding the pump. The 
result is that, as a first approximation, the floating lever always 
passes through the same point 
(S), while the two ends move. 
It is to obtain great speed variu- 
tion over tliis range of move- 
ment that the centrifugal gover- 
nor is arranged with excessive 
speed fluctuation. In principle 
this governor is identical witli 
the governor described in Chap- 
ter V. Naturally a safety device 
must be used to prevent over- 
speeding in case of the pressure 
main or the pipe to the pressure 
governor breaking. Any of the 
devices mentioned in Chapter V 
may be used. For the sake of 
^'"' ^'■^ completeness an additional and 

different arrangement is illustrated in Fig. 115. The necessary 
great static fluctuation is obtained by a combination of static 
properties of the governor proper (/) and of a central spring (7) ; 
the maximum tension of the latter is determined by a weight (5), 
which normally rests on a fixed stop (ff) and which, in the just 
mpntioned case of overspeeding, is carried by the spring (7) 
acting upon a lever with fulcrum (S). 

The combined speed and pressure governor distributes the 
work evenly, provided that the pressure governor is set with 
a sufficient static pressure fluctuation. To see that the governor 
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fills the bill, imagine that one compressor has lagged behind 
the others ; the speed governor end of lever (2) will drop and 
point (5) will move down and give more steam, unless point (4) 
on the pressure side goes up. But the latter cannot occur, 
because it would unbalance the pressure governor. Hence 
more steam is given, and the slow machine is speeded up. 

References to Bibliography at end of book: 54, 76, 81. 




1. Reasons for the Use of Relay Governors and Forces Acting 
upon Them. — In the preceding chapters the governor was 
studied in its two capacities of measuring instrument and of 
motor for adjusting the valve gear. In the present chapter, we 
will investigate the properties of governors the moti\'e power 
of which need only be large enough to release and control 
another source of energy which, in turn, adjusts the power- 
controlling mechanism of the prime mover. 

The use of relay governors, as this type is called, dates 
back to about 1S70, but their development remained slow until 
the electric generator demanded precise regulation of large 
hydrauUe turbines. In that type of prime mover, frictional 
resistance to motion of power-controlling mechanism is espe- 
cially great, so that direct-control governors were out of the 
question. In the development of this type of governor, American 
engineers played a leading part. Relay governing for hydraulic 
turbines was so successful that the same method of governing 
was transferred to steam turbines and to large gas engines. 
While in steam turbines the resistance to adjustment of steam- 
controlling mechanisms can be kept comparatively small, the 
dynamic action of steam flow causes widely varying forces 
upon the governor in different parts of its travel (compare 
paragraph 3 of Chapter III), unless the controlling mechanism 
is designed with great care and knowledge. In the latter case 
direct-control governors are quite feasible and are indeed used 
with steam turbines passing up to 30,000 pounds of steam per 
hour. In larger machines direct-control governors, even with 
careful design, become so large and expensive that it paj-s to 
use relay governors instead. Frequently, relay governors are 
adopted for smaller sizes also in order to obtain uniformity of 
design. 
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Many large gas engines are equipped with relay governors, 
because the resistance of the gas-controlling valves is uncertain 
on account of dust and tar in the gas. Tarry matter in the gas 
will easily increase the resistance of the valves to 50 (or more) 
times the value of the resistance of the valves with clean gas. 

Last, not least, a relay frees the governor (measuring instru- 
ment) from the troublesome integrated effect of valve-gear 
reactions, which effect is so difficult to predetermine correctly. 

The very nature of relay governing involves certain differ- 
ences between it and direct-control governing, and these dif- 
ferences should be clearly understood. The purpose of relay 
governing is to keep all valve gear forces away from the gov- 
ernor. In consequence, the friction-eliminating influence of 
vibratory impressed forces Is absent. In relay governors there 
are no cyclical vibrations due to vibratory reactions, and 
detention by friction (see paragraph 4 of Chapter II) becomes 
of great importance. The absence of vibration forces has be- 
come more complete with the perfection in the production and 
lubrication of toothed gears UxSed for di-iving the governors. 
The old-time jarring of the governor due to rough gears is not 
found in steam turbines. And finally, turbines have no cyclical 
variation of angular velocity such as steam and gas engines 
have ; this does away with another friction-reducing agent. 

These three facts have necessarily resulted in the use of 
relay governors with smallest possible internal friction. Knife- 
edge joints have become universal in the type of governors 
under discussion. Even small friction in centrifugal governors 
of this type produces never-ending vibrations. The latter are 
especially noticeable when the load is constant. 

Mr. C. A. Parsons, one of the foremost pioneers in steam 
turbine design, recognized this situation at a very early date, 
and overcame governor friction by means of impressing a 
vibration upon the governor. This was accomplished by an 
eccentric in connection with an oil gag pot. His system of 
governing became known as "puff governing," because steam 
was admitted in puffs. Several turbine builders make use of 
this principle at the present time ; they have, however, 
reduced the governor vibration to a very small amount, just 
sufficient to eliminate friction. 
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A second difference, and an important one, results from the 
addition of a variable. The governor releases a force, which 
action takes time. Then the force adjustK the energy-controlling 
mechanism, which, again, takes time. Now it may be that 
the sum of these two time elements is less than the time which 
a direct-control governor would require for the same work, 
but a new variable has been added nevertheless. Instead of 
dealing only with the promptness or traversing time of the 
governor, we now deal with the latter plus the promptness or 
traversing time of the relay. In future calculations this time 
will be used. It is defined as that time which is required by 
the relay mechanism (hydraulic cylinder, electric motor, gear- 
ing from prime mover) to move the power-controlling mechanism 
(valve gear, throttle valve, hydraulic gate) from full-load 
position to no-load position. The symbol T, will be used for 
the relay traversing time, while T, will be retained for governor 
traversing time. 

What has just been stated with regard to introducing an 
additional time element applies with equal force to additional 
detention by friction. The regulating or relay mechanism 
may have considerable friction wliich, in some forms of relay, 
governors, is just as harmful as, or even more harmful than 
friction in the governor proper. 

A third, and extremely vital, difference between direct- 
control governing and relay governing is that the latter enables 
the designer practically to get rid of the troublesome influenco 
of mass of governor. This is accomplished by methods which' 
use only a very short governor travel and which will be described 
in detail later on. 

A fourth difference lies in the fact that relay governors 
are easily adapted to obtaining reversed speed curves. Thb 
latter property of relay governors was brought out in the 
governing of hydraulic turbines with long supply lines. In 
such governors, gate movements must be slow (unless stand- 
pipes or surge tanks are provided), to protect the line from 
water hammer. This requirement necessitates a governor ol 
great static fluctuation for the sake of stability of regulation. 
But great static fluctuation means a great speed difference 
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between no load and full load, which is not permissible in elec- 
tric lighting. This predicament led to the invention of auto- 
matic speed-restoring devices which gradually bring the speed 
back to normal after every change of load. These devices will 
be found described later on. 

The sources of energy which are released by the governor 
are either fluid pressure, or else electrical energy, or finally 
mechanical energy derived from the prime mover. Fluid pres- 
sure may be derived from steam, oil, or water under pressure, 
or from compressed air. Steam and compressed air are elastic, 
or expansive, so that relay pistons operated by these fluids 
tend to cause overtravel and, in consequence of that, racing 
and hunting. Frictional damping will stop this, but introduces 
speed fluctuations from another source. Water and oil are 
superior in this respect. Water often carries impurities which 
wear out the pilot valve. Oil under pressure is doubtless the 
best fluid for hydraulic relay governors. 

Electrical energy has occasionally been used for relay gov- 
erning of prime movers, but has been given up on account of the 
greater convenience of steam and pressure oil. It is used to a 
much greater extent for regulation purposes outside of power 
plants where the transmission of steam and pressure oil is incon- 
venient and for regulating prime movers which keep constant 
some quantity at a considerable distance from the power house. 

The use of the mechanical energy of the prime mover is 
very inviting at first thought, but in practice many difficulties 
must be overcome. Heavy clutches must be thrown in, held 
in place, and pulled out. Wear occurs in these clutches, and 
must be taken care of automatically. So difficult is a satisfac- 
tory solution that in modern mechanical relay governors the 
clutch is operated by a hydraulic cylinder, which latter is con- 
trolled by a relay valve. Such a governor may be called a 
combination hydraulic and mechanical relay governor. 

References to Bibliography at end of book: 8, 9, 10, 12, 14, 16, 19, 20, 21, 24, 
27, 29, 36, 38, 41, 44, 46, 46, 47, 48, 63, 66, 66, 60, 66, 67, 69, 71, 73, 76, 76, 77, 
78, 81, 82, 83. 

2. Relay Mechanisms. — While relay mechanisms necessar- 
ily vary with the forces which are brought into action by the 
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governor (measuring instrumeat), there are certain principles 
which must be observed in any type of relay governor ; and 
since the hydraulic governor is the one most commonly used, 
the principles in question will be demonstrated with reference 
to that type of governor. AppUcation of the same principles 
to mechanical or electrical relays will not be difficult. 

In the following illustrations the governor (measuring 
instrument) is represented by the symbol G'r. The type shown 
is a centrifugal governor which measures angular velocity. But 
the operation of the different mechanisms would remain exactly 
the same if the centrifugal governor were replaced by a constant- 
volume governor as shown in Chapter XI, or by a constant- 
pressure governor as shown in Chapter XII. 

Figui-e 116 illustrates a very simple arrangement, which, 
unfortunately, is even now used by those who have not taken 
time to study governors. The 
QwmiwS? I arrangement is faulty, as will 

i ' lr^ ^^""^ appear from the following 

[ H ;.W — I reasoning : Consider a governor 

1 I '''""' and prime mover in which the 

1 1 r ' ^J'°* governor and the relay have the 

i?4r>3rigag T ^to.ilj:-' riglit position for equihbrium ; 

then imagine the governor sud- 
denly depressed from equilibrium 
position, point (^), Fig. 117, to 
point (1), and then released. 
Under the influence of its own 
stability (due to static fluctua- 
tion) and of an increase of speed, see curve (9) (/2,) it will return 
toward mid-position (3). While it does so, the power piston has 
traveled downward, from point (6) to point (S). It reaches its 
greatest displacement when the governor passes through mid- 
position at point (3). During all this time the speed grows. The 
rate of increase of speed is greatest at point (IS). Beyond the 
line (S) (8) {13) the governor travels upward under the influence 
of the continually growing speed. The latter reaches a maxi- 
mum in point (10), when the power piston has returned to 
mid-position, point (7). The governor is still driven upward 
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by a regulating force due to the excess speed. The latter does 
not come back to normal at point (II) until the power piston 
has traveled upward a considerable distance. But at that 
time the governor is not only away a much greater distance — 
(.4)(fi) — froin t*ie position of equilibrium than it was at the 
be^nning of the disturbance — (/)(^} — but it also has 
acquired conmderable kinetic energ>', which carries it still 
farther away from correct 
position. The amplitude of 
the vibration grows, until 
the governor strikes a stop. 
The mechanism is useless. governor 

Xtis true that the arrange- position am 
ment under discussion can P''^^ po&'^'on 
be made to regulate after a 
fashion by giving the gover- 
nor great stability and much 
damping, by making the 
pilot valve very small and 
by using a prime mover and 
torque absorber with deci- 
dedly sdf-regulating proper- 
ties. Even then the device 
will work only on condition 

that the changes of load are very, very gradual. The prime 
mover works in that case with long, slow vibrations at constant 
load and with speed changes which are severe, even if the load 
varies only a small fraction of the total. 




Rigid Relurn of Pilot Valve 
The shortcomings of the arrangement shown in Fig. 116 
were recognized at an early date. The movement of the pilot 
valve was "compensated" for by the addition of rod (5) with 
fulcrum (4) for lever (3), Fig. 118. The latter is now a float- 
ing lever. If the governor rises, (4) is temporarily a fixed point. 
The pilot valve is raised, the power piston moves down, turn- 
ing lever (5) about fulcrum (0 and returning the freely movable 
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pilot valve to mid- or closed position. The device is known as 
an " anti-ra«ing " device, or as a "compensating returu," or 
simply as a " return," meaning, of course, a return' of the pilot 
valve to mid-position. It will presently be shown that other 
quantities are compensated for in relay governors so that the 
name of "compensator" for the return should be abandoned. 

Since the pilot valve must return to mid-position for power 
equilibrium, there belongs a definite position of the governor 
to each position of the power piston (see dotted positions of 
lever (3)). And since a given angular velocity corresponds to 
each position of the governor, it follows that a definite angular 
velocity of the governor (and of the prime mover) belongs to 
each position of the power piston. The arrangement is fully 
equivalent to the direct-control governor, except that the 
resistance to governor motion is minimized and that the tra- 
versing time of the governor is replaced by it plus relay tra- 
versing time. Evidently, it is 
® ® ® desirable to make the latter as 
short as possible, but there are 

* — gg: 8-t ■cr [_ " j Umits, because a short travers- 

® — i — ^i Power "~® '"S time can be obtained only 

•At ' Cyi..>der |)y nieans of a large pilot valve, 

^5L 1 !(— — -rrr:^ ^ ^'"^ that, in turn, means greater 
resistance to governor motion. 

The arrangement of Fig. 118 
is not the only method of re- 
turning the pilot valve. The stem 
(2) of the pilot valve may be 
spUt and may be provided with 
right and left hand tlu'eads and a turnbuckle for changing the 
length. Many arrangements for returning pilot valves have 
been made by inventors, and the patent records arc full of return 
mechanisms in disguise, 

The arrangement which has just been described should be 
called a "relay with rigid return" in contradistinction tu those 
with slowly yielding return which will be described below. 

The simple rigid return has been almost universally adopted 
for steam turbine regulation. In order to get along with a 
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is limited bv nr:« :_?:• 
(4), and 15 jU5i suSci^i.* 
to open wide iLe p .n^ 
in the pilot valve. Th^ 
power piston is yAnrrd 
to the lever 5 bv a 
weak spring i . tLe 
force of which re^^or^ 
the governor to niid- 
position after a dii^turb- 
ance. When the gover- 
nor has again reached 
mid-position, the jxjwer 
piston has assimied a 
different position and 

the length of the spring ha-s been changed. By studjnng oilhor 
a decrease of load or eke an increase of load one soo;? readily thai 
for a decrease of load the governor is loaded, which n\eans an in- 
crease of speed, and that for an increase of load (ho governor 
is unloaded, which means a reduction in speed. The inort^ase 
or decrease is proportional to the spring force and the latter, 
in turn, is proportional to the change of load. The n^giilatinR 
mechanism has, in consequence, a ** static speed fhict\uitioi\,*' 
which is not, however, produced by the pro{)orties of tl\o 
governor, but by those of the relay mechanism. If tho 
travel of the governor is made small enough, the stability or 
instability of the latter is of no conscquenco. \Vhil(\ with 
this exception, the action of this relay mechanisin is just, tho 
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same as the one of the mechamsm shown in Fig. 1 18, it should 
be noted that the travel of the governor can be made very small, 
BO that the troublesome effect of governor mass can be prac- 
tically eliminated. 

Relay Mechanism with Slowly Yielding Return 
As before mentioned, the governing of hydraulic turbines 
with long penstocks requires, on one hand, a governor of great 
static fluctuation (in order to save the water lines), and on the 
other hand a governor of small static fluctuation in order to 
maintain a constant voltage or frequency. For the purpose of 
attaining both of the apparently conflicting requirements, the 
same principle is used which was described in paragraph 2, 
Chapter IX, in con- 
nection with the 
Chorl ton -Whitehead 
governor. This 
principle, applied to 
a relay mechanism, 
is illustrated in Fig. 
120.' It will be re- 
membered that the 
principle consists In 
first imparting tem- 
porary stability to 
the governor mecha- 
nism, and then gradu- 
ally, by means of an 
oil pot, removing the 
stability. Figure 120 
is very similar to Fig. 
119. The difference consists in the connection between the power 
piston and the spring (2). In Fig. 119 the connection was 
rigid, whereas in Fig. 120 an oil gag pot (5) is interposed. 
If the by-pass on the gag pot is closed (and if %ve disregard 
the clearance between the gag pot piston and its eyUnder), 
the action of the mechanism of Fig. 120 is identical with that 
' For thy present, porta (ff) and (7) should bo disregarded. 
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of Fig. 119. As a matter of fact, we can be^t understand the 
action of the mechanism shown in Fig. 120 if we assume the 
by-pass closed during a change of load and suppose it to Ih> 
opened after the regulating process with rigid connection hsus 
beoQ completed. After the by-pass has been openeil, spring (-?) 
can assimie its free length, the loading or stabiUty-pnnluoing 
influence of the spring on the governor disappears, and the 
latter assumes the original speed. The action is just the same 
as if the tension of a loading spring in any of the devict^s in 
Chapter V were changed while the governor is in ojwration* 
Centrifugal force and centripetal force are no longer e<iual« 
and a regulating process is started. In the case in quest it>n the 
change of speed (or the change of load) becomes more anil more 
gradual as the spring tension disappears. 

The result is a perfectly isochronous governor, with stability 
during the process of regulation. Oil pot (5) is conunonly 
called a "compensator,'' because it compensates for the change 
of speed which would otherwise be caused by the dilTortMit- 
position of the power piston. It might be called a **spiHHl 
restorer," but the term compensator is so generally \ised t hat- 
it should be retained. It should be thoroughly understood 
that illustration 120 is purely diagrammatic. In practice the 
compensator is usually located some distance away from the 
power cylinder and is operated by the latter through a system 
of levers. 

Slowly-yielding Return with Adjustable Static Fluctuation 

Isochronous regulation, while apparently ideal, is not always 
desirable. For parallel operation of synchronous (alternating 
current) generators, a small, positive static (luc^tiiation is 
necessary for proper distribution of work among th(^ s(»veral 
generators operating in parallel. On the other hand, asyn- 
chronous generators require a negative static flu(!t\uition (re- 
versed speed curve). The mechanism of Fig. 120 can be adapted 
to either one of these requirements by the addition of a sec^ond 
spring {6) stretched between governor lever (3) and a seciond 
lever with fulcrum (7): The bottom lever is atta(!h(i(i to the 
gag pot (not to its piston). Then spring (2), in conjunction 
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with the gag pot, determines the temporary stability of the 
governor, whereas the spring (6) determines the static fluc- 
tuation ; for, while spring (3) loses its tension after every process 
of regulation, spring {6) does not. Observe that spring (6), in 
the location shown in Fig, 120, is compressed at no load, and 
is extended at full load. This means that the speed is reduced 
at no load and is boosted up at full load. The static fluctuation 
is negative. If, on the other hand, the spring (ff) were fastened 
to the bottom lever between fulcrum (7) and the gag pot, 
then the static fluctuation would be positive. Obviously, this 
arrangement lends itself to an adjustment of the static fluctua- 
tion while the prime mover is in operation. To that end the 
auxiliary spring must be made movable right and left. 

Adjustment of static fluctuation may be obtained with 
other mechanisms, for instance with the one shown in Fig. 121, 
which illustrates a 
design with only one 
spring, (/). The lat- 
ter is fastened to a 
lever W) with fulcrum 
(5). The extreme end 
of the lever is operated 
by the gag pot. Just 
as before, we split the 
jirocess of regulation, 
assuming gag pot and 
gag piston to be snlid 
dui-ing the first part of 
the process. If the 
load drops, the gover- 
nor rises, the pilot valve is hfted, the power piston rises, 
returns the pilot valve and compresses the spring (/). Up 
to this point the mechanism acts exactly like a rigid return, 
such as was shown in Fig. 118, because the force of the 
deformed spring is taken up by the power cylinder and has 
no action upon the governor (measuring instrument). The 
speed has risen on account of the static fluctuation of the cen- 
trifugal governor. If now the by-pa-ss in the gag pot is opened, 
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the spring {1) is free to act slowly on point (5) of the floating 
lever. The pilot valve is lifted, the power piston rises, returns 
the pilot valve, and reduces the supply of energy ; the speed 
drops, the governor drops, raising the pilot valve ; the power 
piston drops, bringing the supply of energy back to the right 
amount. If point (3) were fixed, the spring would be free from 
stress when point (5) had returned to the initial position. But, 
since point (S) has been moved up a small distance on account 
of lever (4) being linked to the gag pot, point (5) will not quite 
return to its original position ; it will assume a slightly higher 
position than before. The pilot valve, of course, is finally in 
mid-position just as before the disturbance. With the pilot 
valve again in mid-position and point (5) ^slightly raised, the 
governor G'r must assume a slightly higher position, so that 
a small positive static fluctuation is left. In this design, the 
static fluctuation of the governor is used to furnish stability 
of regulation, whereas relative displacements of points (S) 
and (5) determine speed difference which finally establishes 
itself after a disturbance. For purposes of adjustment, lever (4) 
and the bracket supporting it are provided with numerous 
holes. The connecting pin can be put into any one of these 
holes so that the fulcrum can be shifted. With the fulcrum 
to the left of (3), such as at (^), the speed curv^e rises from full 
load to no load. With the fulcrum to the right of (S), the 
speed curve becomes reversed. With the fulcrum at (3), the 
governor is isochronous. 

Brief mention should be made of the fact that isochronism 
or, if desired, a reversed speed curve, can also be obtained by 
letting the slowly-yielding gag pot vary the ratio of speeds 
between the prime mover and the governor. 

The Double Relay 

For close regulation, the governor traversing time and the 
relay traversing time must be small. To secure a short travers- 
ing time for a powerful relay, the pilot valve (or equivalent 
releasing mechanism) must be of considerable size. And the 
governor proper must be of sufficient size to handle the pilot 
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pilot valve to mid- or closed position. The device is known as 
an " anti-raeing " device, or as a "compensating return," or 
aimply as a " return," meaning, of course, a return' of the pilot 
valve to mid-position. It will presently be shown that other 
quantities are compensated for in relay governors so that the 
name of "compensator" for the return should be abandoned. 

Since the pilot valve must return to mid-position for power 
equihbrium, there belongs a definite position of the governor 
to each position of the power piston (see dotted positions of 
lever (3)). And since a given angular velocity corresponds to 
each position of the governor, it follows that a definite angular 
velocity of the governor (and of the prime mover) belongs to 
each position of the power piston. The arrangement is fully 
equivalent to the direct-control governor, except that the 
resistance to governor motion is minimized and that the tra- 
versing time of the governor is replaced by it plus relay tra- 
versing time. Evidently, it is 
J flj desirable to make the latter as 
short as possible, but there are 
limits, because a short travers- 
*— (D ing time can be obtained only 
by means of a large pilot valve, 
and that, in tm-n, means greater 
resistance to governor motion. 

The arrangement of Fig, IIS 
is not the only method of re- 
turning the pilot valve. The stem 
(^) of the pilot valve may be 
split and may be provided with 
right and left hand threads and a turnbuckle for changing the 
length. Many arrangements for returning pilot valves have 
been made by inventors, and the patent records are full of return 
mechanisms in disguise. 

The arrangement which has just been described should be 
called a "relay with rigid return" in contradistinction to those 
with slowly yielding return which will be described below. 

The simple rigid return has been almost ujiiversally adopted 
for steam turbine regulation. In order to get along with a 
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very small governor travel, designers, as a rule, place the pilot 
valve between the governor and the power cylinder. 

Stabilizing Relay with Limited Governor Travel 

Figure 119 illustrates a relay mechanism which is commonly 
ascribed to Dr. Proell (Zeitschrift des Vereines Deutscher In- 
genieure, 1884), and which forms a bridge between the mechan- 
isms used for steam turbines and those used in hydrauHc turbines. 
In this mechanism the lever (S) turns about a fixed point (i). 
The travel of the lever 
is limited by two lugs 
(4), and is just sufficient 
to open wide the ports 
in the pilot valve. The 
power piston is joined 
to the lever (S) by a 
weak spring (^), the 
force of which restores 
the governor to mid- 
position after a disturb- 
ance. When the gover- 
nor has again reached 
mid-position, the power 
piston has assumed a 
different position and 

the length of the spring has been changed. By studying either 
a decrease of load or else an increase of load one sees readily that 
for a decrease of load the governor is loaded, which means an in- 
crease of speed, and that for an increase of load the governor 
is unloaded, which means a reduction in speed. The increase 
or decrease is proportional to the spring force and the latter, 
in turn, is proportional to the change of load. The regulating 
mechanism has, in consequence, a '* static speed fluctuation,'' 
which is not, however, produced by the properties of the 
governor, but by those of the relay mechanism. If the 
travel of the governor is made small enough, the stability or 
instability of the latter is of no consequence. While, with 
this exception, the action of this relay mechanism is just the 
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same as the one of the mechanism shown in Fig. 118, it should 
be noted that the travel of the governor can be made very small, 
BO that the troublesome effect of governor mass can be prac- 
tically ehminated. 

Relay Mechanism with Slowly Yielding Return 
As before mentioned, the governing of hydraulic turbines 
with long penstocks requires, on one hand, a governor of great 
static fluctuation (in order to save the water lines), and on the 
other hand a governor of small static fluctuation in order to 
maintain a constant voltage or frequency. For the purpose of 
attaining both of the apparently conflicting requirements, the 
same principle is used which was described in paragraph 2, 
Chapter IX, in con- 
nection with the 
Chorlton -Whitehead 
governor. This 
principle, applied to 
a relay mechanism, 
is illustrated in Fig. 
120.' It will be re- 
membered that the 
principle consists in 
first imparting tem- 
porary stability to 
the governor meclm- 
nism, and then gradu- 
ally, by means of an 
oU pot, removing the 
stabihty. Figure 120 
'"" ^'^ is very similar to Fig, 

1 19. The difference consists in the connection between the power 
piston and the spring (2). In Fig. 119 the connection was 
rigid, whereas in Fig. 120 an oil gag pot (5) is interposed. 
If the by-pass on the gag pot is closed (and if we disregard 
the clearance between the gag pot piston and its cyhnder), 
the action of the mechanism of Fig, 120 is identical with that 

' For the present, parte (S) and (?) should h(^ diaregarded. 
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of Fig. 119. As a matter of fact, we can best understand the 
action of the mechanism shown in Fig. 120 if we assume the 
by-pass closed during a change of load and suppose it to be 
opened after the regulating process with rigid connection has 
bean completed. After the by-pass has been opened, spring (2) 
can assume its free length, the loading or stability-producing 
influence of the spring on the governor disappears, and the 
latter assumes the original speed. The action is just the same 
as if the tension of a loading spring in any of the devices in 
Chapter V were changed while the governor is in operation. 
Centrifugal force and centripetal force are no longer equal, 
and a regulating process is started. In the case in question the 
change of speed (or the change of load) becomes more and more 
gradual as the spring tension disappears. 

The result is a perfectly isochronous governor, with stability 
during the process of regulation. Oil pot (5) is commonly 
called a "compensator," because it compensates for the change 
of speed which would otherwise be caused by the different 
position of the power piston. It might be called a "speed 
restorer," but the term compensator is so generally used that 
it should be retained. It should be thoroughly understood 
that illustration 120 is purely diagrammatic. In practice the 
compensator is usually located some distance away from the 
power cylinder and is operated by the latter through a system 
of levers. 



Slowly-yielding Return with Adjustable Static Fluctuation 
Isochronous regulation, while apparently ideal, is not always 
' desirable. For parallel operation of synchronous (alternating 
ciurent) generators, a small, positive static fluctuation is 
necessary for proper distribution of work among the several 
generators operating in parallel. On the other hand, asyn- 
chronous generators require a negative static fluctuation (re- 
versed speed curve). The mechanism of Fig. 120 can be adapted 
to either one of these requirements i)y the addition of a second 
spring 16) stretched between governor lever (3) and a second 
lever with fulcrum (7). The bottom lever is attached to the 
gag pot (not to its piston). Then spring (2), in conjunction 
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with the gag pot, determines the temporary stability of the 
governor, whereas the spring (jB) determines the static fluc- 
tuation ; for, while spring {3) loses its tension after every process 
of regulation, spring (6) does not. Observe that spring (6), in 
the location shown in Fig. 120, is compressed at no load, and 
is extended at full load. This means that the speed is reduced 
at no load and is boosted up at full load. The static fluctuation 
is negative. If, on the other hand, the spring (6) were fastened 
to the bottom lever between fulcrum (7) and the gag pot, 
then the static fluctuation would be positive. Obviously, this 
arrangement lends itself to an adjustment of the static fluctua- 
tion while the prime mover is in operation. To that end the 
auxiliary spring must be made movable right and left. 

Adjustment of static fluctuation may be obtained with 
other mechauisnia, for instance with the one shown in Fig. 121, 
which illustrates a 
design with only one 
spring, (1). The lat- 
ter is fastened to a 
lever (4) with fulcrum 
(5). The extreme end 
of the lever is operated 
by the gag pot. Just 
as before, we split the 
process of regulation, 
a.ssiiming gag pot and 
gag piston to be .solid 
during the first part of 
the process. If the 
loaf! drops, the gover- 
nor risc-s, the pilot valve is lifted, the power piston rises, 
returns the pilot valve and compresses the spring (/). Up 
to this point the mechanism acts exactly hke a rigid return, 
such as was shown in Fig. 118, because the force of the 
deformed spring is taken up by the power cylinder and has 
no action upon the governor (measuring instrument). The 
speed has risen on account of the static fluctuation of the cen- 
trifugal governor. If now the by-pass in the gag pot is opened, 
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the spring (1) is free to act slowly on point (5) of the floating 
lever. The pilot valve is lifted, the power piston rises, returns 
the pilot valve, and reduces the supply of energy ; the speed 
drops, the governor drops, raising the pilot valve ; the power 
piston drops, bringing the supply of energy back to the right 
amount. If point (S) were fixed, the spring would be free from 
stress when point (5) had returned to the initial position. But, 
since point (S) has been moved up a small distance on account 
of lever (4) being linked to the gag pot, point (5) will not quite 
return to its original position ; it will assume a slightly higher 
position than before. The pilot valve, of course, is finally in 
mid-position just as before the disturbance. With the pilot 
valve again in mid-position and point (5) ^slightly raised, the 
governor G'r must assume a slightly higher position, so that 
a small positive static fluctuation is left. In this design, the 
static fluctuation of the governor is used to furnish stability 
of regulation, whereas relative displacements of points (S) 
and (5) determine speed difference which finally establishes 
itself after a disturbance. For purposes of adjustment, lever (4) 
and the bracket supporting it are provided with numerous 
holes. The connecting pin can be put into any one of these 
holes so that the fulcrum can be shifted. With the fulcrum 
to the left of (S), such as at (;?), the speed curve rises from full 
load to no load. With the fulcrum to the right of (3), the 
speed curve becomes reversed. With the fulcrum at (3), the 
governor is isochronous. 

Brief mention should be made of the fact that isochronism 
or, if desired, a reversed speed curve, can also be obtained by 
letting the slowly-yielding gag pot vary the ratio of speeds 
between the prime mover and the governor. 

The Double Relay 

For close regulation, the governor traversing time and the 
relay traversing time must be small. To secure a short travers- 
ing time for a powerful relay, the pilot valve (or equivalent 
releasing mechanism) must be of considerable size. And the 
governor proper must be of sufficient size to handle the pilot 
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valve quickly. The result is that the commonplace statements 
about relay governing permitting the use of very small gov- 
ernors are untrue for powerful relays, as many an en^neer 
has found to his sorrow. 

This difficulty was overcome by the introduction of a relay 
for the relay. Of course, each relay must have its return, so 
that the double relay becomes very compUcated and "grass- 
hoppery," if both the relays are returned by levers. External 
complication is avoided by the floating relay valve shown in 
Fig. 122. If the small central stem moves, ports in the floating 
relay valve are uncovered, oil or 
water pressure is admitted to one 
end, and the other end is open to 
exhaust. The ports are so ar- 
ranged that the floating (outer) 
valve promptly follows any move- 
ment of the central stem. The 
floating relay valve indeed re- 
moves practically all resistance 
from the governor, if everything 
is in working order. New com- 
plications are introduced, because 
there are more parts that can 
stick or bind. The ports of the 
central stem are so small that scale or lint interferes with the 
action. Water should never be used with the floating relay 
valve ; nothing but pure oil is satisfactory. In the theory of 
the double relay, an additional time element enters, namely 
the traversing time of the floating valve. The floating relay is 
commonly used on very large steam turbines and hydraulic 
turbines. In very large water turbines, a double floating relay 
valve has recently been introduced. 

A very good diagrammatic illustration of all the parts neces- 
sary for a complete relay governor was given by Thoma in 
Zeitschrift des Vereines Deutscher Ingenieure, 1912. This 
illustration is here reproduced in Fig. 123. The diagram is so 
clear that very little explanation is needed. The followii^ 
notes may be helpful. The centrifugal governor (3) haa no 
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collar or sleeve, but a spherical end bearing stem. The floating 
lever is held in place by a spring {1), so that lost motion is 
eliminated even if wear takes place. This arrangement is also 
useful in avoiding strain of the mechanism in case the power- 
control mechanism reaches a stop before the governor mechan- 
ism does. Instead of oil-pot compensation a pair of friction 
wheels (3) is used which, after a change of load has occurred, 
gradually returns the centrifugal governor to the same position 
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Fig. 123 



and restores the original speed. The friction wheel compensator 
is an American invention and was introduced by the Wood- 
ward Governor Co. of Rockford, 111., long ago. By means of 
hand wheel (6) that position of the governor which maintains 
equiUbrium can be adjusted, which means that the speed is 
adjusted by making use of the fact that the governor has a 
static fluctuation. Link (4) serves the purpose of adjusting 
the speed and effectiveness of the return of the pilot valve (7), 
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Oil for the power cylinder (5) is furnished by the gear pump (//), 
which delivers oil through the overflow valve (!0) and the 
check valve (9) to air chamber (S). The overflow valve (10) 
is so designed that the pump is rcUeveil of load as soon as the 
oil in the air chamber has risen lu ix predetermined highest 
level. 

lir-remK'fs lo Uiblinanipliy at. i-nil of hi-ili.; 8, 9, 12, 21, 24, 36, 38, 41, 44, 4S, 
16, 47, 48, 53, 65, 56. 66, 67, 

3. Work Capacity 
plicity of designs of relay governors precludes a simple set of 
rules for the work capacity of such governors. Only a few 
guide posts can be given here. 

The largest direct-control governor built has a work capacity 
of about 30 ft. pounds (for 2% speed valuation}. Relay 
governors have been built with 20,000 ft. pounds (or even 
greater) work capacity. Right here an important difference 
between the two types of governors should be mentioned ; 
namely that in direct-control governing more work may be 
done by the governor, if we allow a greater speed variation, 
whereas in a properly designed relay gf)vepnor the speed 
change has no influence on the work capacity. 

Properly considered, the term "work capacity" is incom- 
plete, because it omits the element of time. This fact becomes 
manifest if we consider mechanical relay governors in which 
the governor (measuring instrument) throws in a clutch and 
makes the whole energy of the prime mover available for 
moving the energy-controlling device. In such a governor the 
torque which can be transmitted to the control is limited by the 
mechanical strength of the mechanism. Shafts, gears, keys, 
etc., must not break under the strain But work transmitted 
in unit time equals torque times angular velocity, and total work 
transmitted equals torque times angle passed over. Hence, 
the same mechanism, runiung at a given rotary speed, will 
transmit more work, if it is given more time. But in the govern- 
ing of hydraulic turbines a comparatively long time is required 
whenever the water is supplied through a long pipe. This 
condition is favorable to the use nf a mechanical governor, 
which explains the fact that this type of governor was developed 
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in connection with hydraulic turbines and is to-day limited to 
such use. 

In hydraulic governors the work capacity is the product 
of displacement of power cylinder and pressure of fluid. If 
water or steam is used the pressure is usually limited to that 
of the available supply, but if oil is used, the pressure is de- 
termined solely by questions of leakage and strength ; it often 
equals 200 pounds per square inch. In this definition of 
work capacity, three features are not included, namely, (1) 
detention by friction, (2) capacity of oil pump, and (3) size 
of pilot valve and ports. (1) Packing against high pressure 
may produce great friction, particularly if cup-leathers are 
used in the piston. By improper design, 25% to 30% of the 
total force may be absorbed by friction. (2) The work capacity 
of an oil-pressure governor in a given period of time is limited 
by the capacity of the oil pump. If frequent and heavy changes 
of load occur, a given oil pump can serv^e a small governor only, 
and, vice versa, a given governor requires a large pump. But 
in the design of standard governors, or even of a given governor 
for a given purpose, the frequency and amount of load changes 
f.re unknown. Hence it has become customary to make the 
displacement per minute of the oil pump equal to 5 to 10 times 
the displacement of the power cylinder per stroke. The pump 
cperates all the time. The excess passes off through a spring- 
loaded relief valve and is returned to the pump inlet. In a 
Swiss design, the pilot valve has negative lap, which means 
that the valve is open in mid-position. The oil can flow through 
the open valve. In centrifugal governors, the oil pump is 
usually a gear pump and is arranged at the bottom of the 
governor spindle (see Fig. 124). (3) The size of the pilot valves 
and of the ports in a hydraulic governor has no influence qu 
the total work capacity, but has a very marked influence on 
the work capacity in unit time and on the relay traversing time. 
The larger the pilot valves and ports, the shorter the relay 
traversing time, Tr. It will be proved that, for closest regula- 
tion, Tr must be small, which means large pilot valves. But 
large pilot valves offer considerable resistance to the governor. 
The operating fluid exerts a dynamic thrust on the edges of 
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the pilot valve, and, besides, the danger from sticking due to 
one-sided pressure and unequal expansion grows i\'ith the size 
of the pilot valve. For 
this reason the diameter 
of the latter never exceeds 
one-fourth of the diameter 
of the power piston, and 
occasionally goes down to 
one-tenth of that diame- 
ter. The diameter of a 
floating relay valve may 
go up to one-third of that 
of the power cylinder, or 
even more. 

It should be remem- 
l)cred that the resistance 
to motion offered by the 
pilot valve (or clutch, or 
^ _ other force-releasing me- 

Oil Pump chanism) is a load on the 
governor (measuring in- 
strument), which requii'cs a change of speed, before motion of 
the pilot valve can begin (see paragraph 5 of Chapter II, on 
overcoming passive resistance). In relay governing, the pilot 
valve is part of the governor, and its frietional resistance becomea 
part of the interna! friction of the governor. 

References to Bib1iogra|)liy at end of book: 8, 9, 13, 36, 38, 41, 66, 60, 66, 67, 
68,73, 

4. Speed Fluctuations. — A complete theory of relay gov- 
erning is very complex. The most ambitious attempt at a 
solution was made by Profcs.sor Stodola and was published 
in the Schweizerische Bauzeitung, 1893 and 1894:. Professor 
Stodola considers the action of the water in long-pipe lines, and 
even introduces the action of surge tanks with compressed 
air. He gets a linear differential equation of the 7th order, and, 
by means of a determinant, derives stabihty relations. While 
his work deserves to be better known, it exceeds the limits of 
this volume. 
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However, a fair knowledge of the influence of the funda- 
mental quantities on the process of regulation may be gained 
from the following simplified treatment. 

The statement was made in the description of types of relay 
governors that, with proper design, the utilized travel of the 
governor could be made very small, so small that the mass of 
the governor becomes almost negligible. The simplified theory 
in question neglects the mass of the governor entirely, or, if 
the governor has mass, assumes that the natural period of 
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vibration of the governor is very small compared to the relay 
traversing time. 

The second assumption is that the speed of the relay 
mechanism or power mechanism is constant. This is very 
nearly so in mechanical relay governors, and is true in hydraulic 
governors whenever the pilot valve is wide open. 

The usual assumptions about linear relations between speed 
and governor position, and between governor position and 
torque are likewise made here. 

In Fig. 125, the abscissae represent time. The ordinates 
represent two different quantities, namely (1) relay position 
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(which also indicates position of power control), and (2) speed 
of governor or of prime mover. The speed curve can be used 
for both governor and prime mover if we lot it represent the 
ratio of actual speed to average speed ; for this ratio the letter 
U has been used. At time (3) let the torque suddenly be 
changed from "old torque" to " new torque." Then the 
torque (2) (3) is unbalanced and causes a change of speed, the 
rate of which is given by the equation 

du_M du__M_ d U 1 
dt~ I ^^ udl~ Iu°^ dt ' T.' 

where U is the relative speed change, and where T, is the 
starting time of the prime mover (compare paragraph 2 of 
Chapter IX). In the illustration, the straight line (3) (S) 
represents this rate of change of speed. Tlie latter sets the 
governor and relay in motion. According to the awsumptiona 
of the present elementary theory, the rate of motion of the relay 
is constant. It traverses the whole range from full load to no 
load in the "relay traversing time" Tr. Hence the straight' 
line (1){13) indicates the rate of change of position of thi 
power-controlling mechanism. Evidently the unbalanced torque, 
decreases on the way from point (2) to point (4), and vanishes 
at the latter place. But unbalanced torque causes change of 
speed and is proportional to the rate of change. Hence, the 
curve of speed must have a horizontal tangent vertically above 
point (4). From mathematics it is known that a curve the 
tangent of which changes proportionally to the change of ab- 
scissae is a parabola ; but that is the case with the speed cur%'e 
(3) (8) {10), in question, which may, therefore, be called the 
parabola of speed deviation. To the right of {10), the speed 
drops, because the unbalanced torque is negative. For the 
sake of a lucid graphical representation, the scale for the speed 
curve and the scale for the change of torque should be so coor- 
dinated that the distance (&) {12) represents the static fluc- 
tuation if measured with the speed scale. If the scales are 
chosen in this manner, the straight line (1){12) represents not 
only position of relay, but also equilibrium speed of governor. 
The governor passes througli an equilibrium position at tha 
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intersection of the straight line (1) (12), with the parabola of 
speed deviation (see point (5)). The governor and relay 
reverse themselves, and a new branch of the parabola is started. 
No matter how many branches of the parabola there are, they 
are all parts of the same parabola, because the latter is de- 
termined solely by T, and Try and both of these quantities are 
constant. Straight line (5) (7) has negatively the same slope 
as line {1){12). If it be extended to the left to point {8) 
(intersection with parabola), the two parabola sections {8) 
{11) (5) and (5) (7) are identical. The same is true for the next 
branch of the parabola, so that the total number of waves can 
easily be found by drawing the zigzag line (S) (5) (S) {11), etc., 
in the first parabola. 

The speed change {13) {10) can be expressed by a simpb 
formula. Let Z be the relative load change, or the ratio 

load change , . , „ {2){3) , . , . , v «.^ 

I, which means Z= , . — , then time {2) {4) = ZTr, 



maximum load' {6) {12) 

and unbalanced torque at beginning of disturbance equals ZM« ; 

if this latter torque acted during the whole time Try the speed 

change would be Du = — z-^ZTr and the relative speed change 

M„, Tr 

would be U = Z^Tr-z — = Z^j=r. But the unbalanced torque 

lu Tr 

drops off, and the speed curve follows parabola (S) (S) {10) 
instead of straight line (S) (9) . From a well-known property 
of the parabola, {13) {10) equals one half of {13) {9), so that 
the actual relative speed change is found from 

^-ff; « 

If, for instance, the relay time is two seconds and the starting 
time equals 10 seconds, then for 50 % load change we have 

C/ = -^X^=.025,or2|%. 

It is interesting to note that the static fluctuation of the 
governor and relay mechanism does not appear in this equa- 
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tion (1). In this respect, relay governing with constant speed 
of relay mechanism differs radically from direct-control 
governing. 

Yet it stands to reason that the static fluctuation which, 
to a certain extent, is a measure of the stability of the system, 
will have some influence on the process of regulation. In the 
diagram (Fig. 125) this influence appears as follows : The 
scales for torque and for speed were so selected that (6) (12) 
represents both full load torque, and p, where p is the static 
fluctuation. Therefore, if p is changed, one of the two scales 
must be changed, and since a straight line is more easily changed 
than a parabola, the scale for speed is left unchanged, which 
means that we must change the scale for torque. In conse- 
quence, inclination of line {1){13) will vary with the variation 
of static fluctuation p. If p is very small, then a very small 
change of speed will move the governor through the whole range 
of adjustment. In Fig. 125 a regulation diagram for a greater 
static fluctuation has been sketched in dotted Unes. Evidently, 
the first wave remains just as it was before, but the regulation 
is completed in less time. For governors working with a con- 
stant speed of relay {mechanical governors), a great static 
fluctuation is advantageous. 

The regulation diagram, Fig. 125, is particularly useful 
for impressing upon engineers the very harmful influence of 
friction in the governor and of lost motion in the relay mechan- 
ism. The effects of governor friction are illustrated in the dia- 
gram Fig, 126, which is of the same type as Fig. 125. Since 
it is rather difficult to see before the mind's eye the connection 
between the diagram and the governor mechanism, a constant 
speed relay has been shown In Fig. 127 for the purpose of sup- 
plementing Fig. 126. If in Fig. 127 the speed grows, the 
governor rises, making electric contact with the upper one o! 
two contacts. Wires and control switches are provided for 
starting an electric motor in the proper direction to reduce the 
supply of energy. By the movement of the motor the electrie 
contact is broken, unless the governor keeps on going with a 
speed as great as (or greater than) that of the relay. The 
moving of the contacts by the motor constitutes the return. 
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During the process of regulation, the governor will go ahead of 
the relay, and we will assume here that it can do so by \-irtue 
of the contacts being slip contacts or mercury dip contacts. 




»■ making this assumption we make the present study applic- 
able to the hydraulic relay in which the pilot valve can likewise 
overtravel and can go ahead of the relay. Attention is again 
called to the assumption that the governor is practically mass- 
less, which means that its natural 

period of \'ibration is very small ELeciric 

compared to the relay traversing 
^time. 



Motor 



I If there is friction in the More ^ T ^ 

governor, the angular velocity PoweriiL^ Less Power 

must grow by Du = \ gu (see '^' 






paragraph 4 of Chapter II) be- 
fore the governor begins to move. 
This phase of the regulating pro- 
cess is represented by the 
straight line (1) (2), because 
during the time il)i3) the un- 
balanced torque is constant and 
equal to the difference (oU torque minus new torque). From point 

(2) on, the speed curve is parabolic, just as before. 

The governor displacement lags behind the motion of a 

rictionless governor, as indicated by the difference between 
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the speed curve (which also represents position of frictionlesa 
governor) and the dotted parabola {3){4), which represents 
the actual motion of the governor. At point (4) the governor 
stops ; it remains motionless until the speed has dropped ^gu 
below the equilibrium speed belonging to the position of point 
{4), which occurs at point (5). The governor changes contacts 
as soon as the upward motion of the contacts and the down- 
ward motion of the governor intersect, which occurs at point 
(6). The relay (in this case the electric motor) reverses and 
continues in its new direction until, in the diagram, the straight 
line representing its motion drops ^q below the speed parab- 
ola, see points (7) and (8). Again, the governor is reversed, 
and so forth. It is evident that the governor never comes to 
rest. The tangent points of two successive parabola branches 
move closer and closer to the line (I2)(l!) representing the 
new torque. As soon as the tangent points fall on this line, 
the reverse of the relay occurs simultaneously with the inflexion 
points of the parabola. All following parabola branches are 
alike. 

From the diagram, Fig. 126, it is clear that the remaining 
speed fluctuation is greater than q, the detention by friction. 
Distance (^)(2) = (9) (10) represents not only ^q but also 
that fraction of the total torque which is unbalanced when the 
parabola intersects line {12){ll), but since the wliole torque 
corresponds to a speed deviation p (static fluctuation), the 

unbalanced torque ratio is Z = — . From equation (1) we 



find the corresponding speed deviation to be V 



' 2\pJ T. 

either side, which means a total speed fluctuation of U due to 
friction of 



^-Ut. 



.(2) 



Let T, = S sec, 7^=1.5 sec., /j=2%, 7=1%, then U, 

= -^= 1-17% ; ^""^ 5 = 2%, U; would be abnost 4f%. 

The influence of friction grows with the square in this tj-pe of 
regulation. 
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The harmful effect of friction is very much reduced, if the 
governor is prevented from going ahead of the relay. This 
favorable condition can be obtained in Fig. 127 by letting con- 
tact tongue (/} fit between the relay contacts so that it abuts 
and presses against one or the other. 

The same harmful effect which is caused by friction in the 
governor is also produced by several other resistances. Evi- 
dently, any force which must be exerted by the governor to 
release the action of the relay mechanism requires a speed 
difference of the sort indicated in Fig. 126. Such a. force must 
be exerted, if the pilot valve in hydrauUc relay governors 
moves hard (for instance by being forced to one side through 
imperfections in workmanship). Such a force must also be 




I 



exerted in mechanical relays to keep the clutch engaged, etc. 
A very similar, although not strictly identical, effect is produced 
m hydraulic relays by lap of the pilot valve and by excessive 
clearance of the pilot valve iu its bushing. Lost motion in 
the joints of the relay mechanism has an effect which is similar 
in one respect and different in another. Inasmuch as the 
governor has to travel a certain distance to take up lost motion, 
the problem resembles that covered by Fig. 126 ; but inasmuch 
as time is lost in the rpturn by the power part of the relay, 
the problem differs. The effect of time lag in the mechanism 
is commonly explained by the method shown in Fig. 128. 
The diagram is so similar to Fig. 126 that no explanation is 
needed except this: At point (/) the governor does not reverse 
the relay ; the reversal occurs after the lost time Ti, that is 
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to say at point (2). The same action occurs at points (3) 
and (4), (5) and {6), (7) and {8), etc. The process is drawn 
out longer than it would be without time loss, but it finally 
ends without lasting vibration. For practical application it 
should be remembered, however, that lost motion involves the 
features of both Fig. 126 and Fig. 128, so that lost motion, as 
a rule, results in never-ending speed fluctuations of small 
amplitude. 

In many relay governors, particularly in those of the 
hydraulic type, the velocity of "opening" and "closing" if 
not constant, but grows with the relative displacement of gov- 
ernor and piston in power cylinder. The regulation diagram 
then looks somewhat like Fig. 129. The slope of the power- 
piston velocity curve varies with 
the lengths of the intercepts be- 
tween the two curves. For those 
who are mathematically inclined, 
it may be remarked that the 
assumption of proportionality 
between slope and intercept leads 

__^ ^_^ to a very interesting theory of 

>^/^TPme— A \ relay governing. It will be ex- 

plained in the author's book on 
Fig. 129 .... i ■ - 

advanced theory and practice of 

prime-mover governing. For the purposes of the present rather 
elementary theory we replace the curve {}) (3) (5) of Fig. 129 by 
the broken Ime (?)(5)(3) W)(5). The speed curve then 
resolved into a succession of straight lines, such as U){6) and 
(7) (5), and parabolas, such as (G) (7). The diagram is identical 
with Fig, 128, and the greatest speed fluctuation is easily found 
by graphical construction. 
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While the principles which underlie all cures for governor 
troubles arc clearly indicated in the foregoing chapters, the 
principal troubles, their causes and remedies, are dealt with 
here for the benefit of the operating engineer. 

1. Regulation is not Close Enough. — There is too much 
speed difference (pressure difference, rate of flow difference) 
between full load and no load. 

Several methods are open to make regulation closer. A 
smaller portion of the travel of the governor may be utilized 
for the whole range from full load to no load, or the governor 
proper may be altered. If it is of the spring-loaded type, regu- 
lation is made closer by using a softer (more flexible) spring. 
In a hehcal spring use more coils, or thmner wire, or grind off 
tfie outer layers of the spring (reduce its diameter). In leaf 
springs grind some off the width of the spring. If the spring 
acts on a lever, reduce the length of the latter and tighten 
spring. 

All of these changes reduce the static fluctuation of the 
governor. The latter (for a given prime mover and governor) 
must not be reduced beyond a certain limit which is set partly 
by tlie design of the governor and partly by that of the prime 
mover (sec paragraph 2 of Chapter IX), If further reduction 
of the static fluctuation is desired, the flywheel effect must be 
increased, or a prompter governor must be used, or else tan- 
gential inertia must be used, or finally a compensating oil pot 
may be applied. For all of these, see paragraph 2 of Chapter IX. 

2. Racing.— Two broad classes must be distinguished : 

(a) Racing which appears from the very beginning of the 
operation, that is, with a new machine ; 

(b) Racing which appears after the machine has been in 
operation several months or years. 
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Racing which appears after the machiTie has been in 
operation several months or years 

Discussing this latter case first, we find that racing may 
gradually develop from several causes : 

First, the oil may leak out of the gag pot, or may be pumped 
out of it by quick motion of the governor. Refill oil pot and 
make such changes in its design that emptying during regular 
operation becomes impossible (see paragraph 2 of Chapter IX). 
The adjustable passage for oil may be too large, or the oil 
may be too light. In governors with compensating oil pot 
(paragraph 2 of Chapter IX, paragraph 2 of Chapter XIII) 
too free an opening of the oil pot will likewise cause racing. The 
same result is produced by air entering the gag pot with the 
oil. 

A second reason for racing (or running away akin to racing) 
results from such changes in the transmitting linkage between 
governor and power-control mechanism ' as do not sufficiently 
shut off the supply of energy near or at the no-load position. 
Racing due to this cause occurs only if the load ia very light. 
Obviously, proper change in the linkage will cure this condition. 
\ A third reason for racing (and a very proUfic one) is friction, 
either in the governor or in the valve gear (paragraph 4 of 
Chapter II, 5 of Chapter II, 3 of Chapter XIII). To ascertain 
whether or not friction is responsible for the trouble, jiggle or 
pump the governor up and down by hand, taking great care 
that the upward and downward thrust exerted on the governor 
are alike. This eliminates friction (paragraph 4 of Chapter II, 
2 of Chapter VIII, 4 of Chapter DC) and stops racing, if the 
latter be due to friction in the governor or power-control 
mechanism (in the case of direct-control governing) or due to 
friction in the governor proper, in the case of relay governing. 

Pumping the governor will not always eUminate frictional 
' speed fluctuation (or pressure fluctuation, or deUvery fiuctua^ 
tion in other forms of governors), in the case of relay governors, 
because there may be friction in the relay or in the power-con- 

n the wuku of vulvc adjustmoits 
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trol mechanism. To discover such friction, try to move the 
latter mechanism by hand or by a lever in the direction of 
least resistance (care being taken not to overstrain the mechan- 
ism). If doing so stops the speed fluctuation, the frictional 
resistance is too great for the available relay force, or the 
available force has become less (see also under leakage). In 
thia case the frictional resisting force should be measured. 
The remedy consists, of course, in removing the undue friction. 
The causes for a gradual or for a sudden rise of friction are so 
manifold that they cannot all be enumerated here. Among 
them are : gumming of valves or valve stems due to improper 
oil ; sticking of valve stems due to sohd matter in steam ; 
lack of lubrication ; deposit of tar {in regulating valves of gas 
engines) ; wearing of knife edges ; binding due to lack of align- 
ment ; and others. It occasionally requires very patient study 
to hunt down and locate the spot where the undue friction 
■occurs. 

A fourth reason is leakage in the pilot valve in hydraulic 
telay governors. Placing of pressure gauges at both ends of 
tJie power cyhndcr is a good means for judging whether or not 
leakage is responsible for the trouble. If it is, a new pilot valve 
and bushing are needed. In oil-pressure governors the oil 
pump may be worn out or deranged. 

I A fifth reason is lost motion in the relay mechanism (para^ 
■graph 4 of Chapter XIII). A weak spring or a weight keeping 
the parts always in contact in the same direction will eliminate 
the influence of lost motion (see (/), Fig. 123), and will, inci- 
dentally, indicate whether or not lost motion is responsible for 
^e racing. 

A sixth reason is the dulling of knife edges in the releasing 
of steam engines. At the right cut-off the dulled edges 
ip so that alternately too much ami not enough steam is 
Imitted. The remedy is plain. 

A seventh reason is found likewise in releaHing gears and 
Lore particularly in those which depend upon a partial vacuum 
a dashpot fur closing the valve. If the dashpots are worn 
improperly adjusted, anything from scarcely perceptible 
ling up to disastrous running away of the engine may occur. 



198 GOVERNORS AND THE GOVERNING OF PRIME MOVERS 

To tell whether racing or overspeedlng is caused by dashpot 
trouble, tie a very long, flexible spring to the dashpot arms so 
that the spring assists the dashpot in closing the valve. Make 
the force of the spring in pounds approximately equal to 5 to 7 
times the area of the vacuum pot in square inches. If the 
irregular speed was due to vacuum pot trouble, the spring will 
cure it. Of course, the spring looks like an afterthought, so 
that the vacuum pot should be renewed. 

An eighth reason is frequently found when the governor is 
belt driven. It consists in a belt which slips at intervals. 
Application of a belt tightener will soon tell whether or not the 
belt is responsible for the trouble. 

A ninth reason appears whenever springs are tightened or 
weights are added for the purpose of increasing the speed of 
the prime mover, unless the governor is so designed that the 
speed can be increased without variation of stability (see 
Chapter V), Increase the stiffness of the adjusting spring (by 
using fewer coils) or increase its lever arm, or (in the case of 
shifting a weight) put a spring into the oil pot. Every one of 
these means restores the stability (and static fluctuation) 
which was lost by the previous adjustment. 



Racing which appears immediately after the inslallaiion 
of the prime ?noimr 

Any of the reasons which produce racing in an old prime 
mover will, of course, have the same action in a new prime 
mover. But there exist other causes which will produce fluc- 
tuations at once, and which, once removed, will not return. 
They will now be enumerated. 

In order to tell the source of the trouble, observe whether 
the racing occurs at all loads or whether it occurs only at 
certain loads (for instance, near the no-load position). 

If the racing occurs at all loads, and if none of the causes 
before given exist, then the static fluctuation is too small 
(paragraph 2 of Chapter IX), or there is not enough damping 
(by friction or oil gag pot). If permissible, tlie static fluctuation 
should be increased, but this measure, of course, increases the 
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speed (respectively pressure, or delivery) difference between 
full load and no load. If permissible, the oil pot should be 
made more efTective, eitlier by adjustment, or by a larger pot, 
if close adjustment overheats the oil. Again, more effective 
damping by oil pot increases speed fluctuations whenever the 
load changes. In that case racing can only be cured by more 
inertia in the prime mover (heavier flywheel) or by a prompter 
governor (smaller traversing time, Chapter IV, paragraph 2 
of Chapter IX). If temporary speed fluctuation after a change 
of load is permissible, racing can be cured by a compensating 
dashpot, or similar arrangement (see paragraph 2 of Chapter 
IX — Bee governor, Chorlton- Whitehead governor, Armstrong 
governor, alao figures 120, 121, 123). This type of governor 
and oil pot deserves to be more widely used than it now is. 
Use of tangential inertia in governors also cures racing, but can 
be recommended for shaft governors only (see paragraph 3 of 
Chapter IX) ; and even there it is sometimes of doubtful value. 

In relay governors racing is caused by absence of a return 
in the governor mechanism (see paragraph 2 of Chapter XIII). 
Study of the governor will immediately tell whether a return 
(compensator, anti-racing device) has been provided. The 
pilot valve, or other relay, must be returned to make the 
governor satisfactory. 

If racing or speed fluctuations occur in one certain position 
of the governor and valve gear, one of two causes is present (in 
the case of speed governing). Either the power-control mechan- 
ism does not vary the supply of energy uniformly with the 
travel of the governor, reducing staliility to an unpermissibly 
small amount in one spot (paragraph 2 of Chapter IX) or else 
the power-control mechanism reacts in certain positions upon 
the governor in such a way as to reduce the stability or to remove 
it altogether (see paragraph 3 of Chapter III). 

The first case is very common in governors operating a 
throttle, either for steam in steam engines or turbines, or for 
air and gas in internal combustion engines. When a throttle 
is just cracked, a small increase of area changes the flow through 
the valve very much more than when it is almost wide open 
(see Fig. 130). The curve in this illustration shows the general 
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trend only, because the curves differ a little for wet steam, dry 
steam, air, and for different gases. However, the eurve is 
giveu solely for the purpose of pointing out that there must 
j^ be a wariable-rate linkage or a 

cam inairposed between governor 
and throttle if there is to be 
constant stability over the whole 
range from full load to no load, 
unless the go^'ernor is designed 
with variable stability in such a 
way as just to counteract the 
action of the throttle. The vari- 
ability of the rate of flow throi^^h 
a throttle in different stages of 
opening is one of the most fruit- 
ful sources from which poor governing springs. And the source 
seemingly never dries up. 

The second case, namely reaction by the valve gear in 
certain positions (paragraph 3 of Chapter III) should really 
not exist, because it is usually due to lack of foresight or lack 
of knowledge on the part of the designer. If it does exist either 
near the full-load or near the no-load position, it can be cured 
by an auxiliary spring which 
enters into action at one end 
of the governor travel only. 
Such a spring is diagram- 
matically shown in Fig. 131, 
where it enters into action 
near the no-load position. 
The spring can, of course, 
be so placed as to enter into 
action at the full-load posi- 
tion. It can also be placed 
out of sight in the oil gag ^'*'- '^^ 

pot. To do so is a favorite trick of skilled erecting engineers, 
because it gets away from the criticism that the spring is an 
afterthought. 

Racing at light loads occurs in most centrifugal pumps and I 
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' centrifugal blowers. The surest remedy is to increase the 
load, for instance by opening a by-pass from discharge to suc- 
tion. Properly designed governors for turbo-pumps and turbo- 
blowers automatically take care of this feature (^Chapters XI 
and XII). 

3. Speed Fluctuation is too great, when load changes 
suddenly. — This may be due to any one of many causes, 
the principal ones of which are given below. 

First, there is too much energy stored up in prime mover 
beyond control of the governor. No adjustment in existence 
will improve this condition. It means a rebuilding of the 
prime mover, or an additional power-control mechanism, for 
instance on the exhaust, and so designed that it enters into 
action temporarily for great and sudden changes of load. 
This condition is almost invariably a sign of poor and thought- 

> less design (see paragraph 5 of Chapter EX). Final judgment as 
to whether or not stored up energy beyond control of the gov- 
ernor is responsible for excessive speed fluctuation requires study 
of the engine or turbine and calculation of the volumes in wliich 
Bteam imder pressure, or explosive mixture, etc., is stored. 

■ Second, there is not enough flywheel effect in the prime 
^over. The decision whether or not defective regulation is 
due to this cause is usually quite difficult, because addition of 
flywheel effect always improves speed regulation. The best 
method for arriving at a decision is to figure the necessary 
Tnass X radius squared, from equation (8) of paragraph 5, 
Chapter IX, great care being taken really to include in the 
equation every bit of the energy beyond control of the governor. 

tif the latter energy is very small, the problem can be solved by 
the use of a very prompt governor (Chapter IV, paragraph 2 
of Chapter IX), except in tlie case of hydraulic turbines with 
long pipe lines. 
I Third, the oil pot is adjusted too tight. This can readily be 
investigated by changing the adjustment of the gag pot. The 
remedy is obvious, but loosening the oil pot may bring never- 
ending vibrations (paragraph 2 of Chapter IX), in which case the 
_ trouble is traced back to the cases of cither insufficient flywheel, 
r too small static Iluctuation, or too great a traversing time. 
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Fourth, the traversing time of the governor is too great 
(governor is not prompt enough). This condition is, likewise, 
best detected by calculation. The governor must be replaced 
by a higher grade governor (Chapter IV) with high rotative 
speed, large orbit of weights and spring loading. 

Fifth, the governor is too small and takes too much time 
to move the power-control mechanism to its new position. 
Insufficient size or capacity of the governor has either one or 
both of two effects. First, the governor cannot overcome the 
frictional resistance of the power-control mechanism (para- 
graph 5 of Chapter II), and second, the governor camiot move 
the mass of that mechanism fast enough (Chapter IV). In 
either case the governor must be replaced by a larger one, or 
else the resisting force and mass must be reduced or a relay 
governor must be installed. 

Sixth, the static fluctuation is too small. This reduces the 
period of vibration and either requires much damping, or else 
causes never-ending speed fluctuations, unless tangential inertia 
is used. See paragraph 2 of Chapter IX. Static fluctuation 
can be measured by the following method ; Operate the engine 
or turbine with absolutely constant load conditions at no load, 
50 % of maximum load and 95 % to 98 % of maximum load (the 
latter should be 100%, but it is better to stay below the maxi- 
mum to avoid getting beyond the range of the governor), with 
the oil gag pot set so tight that all vibrations are eliminated. 
Measure the speeds and determine from them the static fluc- 
tuation (paragraph 1 of Chapter III). From equation (5), 
paragraph 2 of Chapter IX, find whether this value is too small 
or not. The static fluctuation must be increased, either perma^ 
nently by a change in the governor, or temporarily by a com- 
pensating oil pot (paragraph 2 of Chapter IX, and paragraph 2 
of Chapter XIII). 

4. The Governor Vibrates — (Jerks, Dances). — In engines, 
the flywheel may be too light so that cyclical speed fluctu- 
ation keeps the governor alive, but in the great majority 
of cases the governor is too light for the vibratory forces im- 
pressed upon it by the valve gear. The valve gear can, in a 
few cases, be so altered that the reacting force is kept away 
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from the governor. In the majority of cases the resistibility 
(Chapter VIII) must be increased. This is done by adding a 
friction brake, or by making the gag pot more effective. If 
either one of these two remedies results in too great a speed 
variation with sudden changes of load, a heavier and more 
massive governor is needed. 

6. Joints or Ejiif e Edges in the Governor Wear too Fast 
— The trouble is due to one of two causes : Either the gov- 
ernor is too small, or it is not adapted to the type of valve gear 
which it has to handle. Knife edges and joints with small diam- 
eter pins are very good in governors which are subjected either to 
no shaking (vibratory) forces, or to vibratory forces which are 
so small in comparison to the size of the governor that very 
Uttle, if any, cy cUcal vibration results. Particularly ob j ectionable 
are knife edges which are vibrated while heavily loaded. 

The trouble can be remedied in several ways. A new 
governor may be installed transmitting forces directly from 
centrifugal weights to spring, without joints. Or a larger 
governor may be installed so that the vibratory force becomes 
small in comparison with the size of the knife edges, or else 
the governor may be redesigned and may be provided with 
large pins with Ught unit pressure. Friction is not harmful 
in such a case, because the vibratory force eUminates it (para- 
graph 4 of Chapter IX) as long as the impressed force is great 
enough to maintain cyclical vibration. 

6. Machine Design Troubles. — Governors are subject to 
a number of troubles which are in no manner attributable 
to their governor-features, but are solely machine design or 
workmanship difficulties. Among them are : heating and wear 
of collar in spindle governors ; wobbling of governor due to 
unbalanced centrifugal masses ; buckling of compression springs ; 
stripping of governor gears due to non-uniform rotational speed 
of driving shaft ; wear of clutches in mechanical relay governors,; 
vibration of water pipes in hydrauUc governors due to water 
hammer ; and many more. 

These difficulties are so bound up with general machine 
design and shop practice that their discussion would by far 
exceed the limits of the present volume. 
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THE SELF-REGULATING FEATURES OF PRIME MOVERS AND 
OF MACHINERY OPERATED BY THEM 

In Chapter I mention was made of the superfluity of 
governors under certain working conditions of engines op 
turbines. If, for instance, the resisting torque grows either 
directly with the speed, line (1) {2) of Fig. 132, or with a higher 
power of the speed, curve (/) (3), and if the torque is not 
subject to any variables indepen- 
dent of the speed, then a gover- 
nor is rather superfl\ious, because 
the combination of prime mover 
and resistance is perfectly self-i 
governing. 

Cases of this description need 
not be confiidered here ; but evett 
where governors are needed, simi- 
lar self-regulating features are fre- 
quently met with. We will now 
investigate to what extent such 
features may be depended upon to assist close governing. 
The problem comprises two subdivisions, namely : 

(1) the self-regulafing features of prime movers proper, 

(2) the self-regulating features of their load. 
In studying the prime mover proper, we recognize that 

friction of the working fluid furnishes the principal means ol 
self-regulation. In a steam engine, the average torque per 
revolution, for a given position of the power-control mechanism, 
may be expressed by the formula M - A/„ — Au', where Af, 
is the torque which would be obtained if the working fluid werfl 
devoid of friction, and where k expresses frictional resistance 
per unit of angular velocity, k depends upon the relative 
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of the steam pipe, its length from the boiler to the engine, the 
size of the steam and exhaust ports, conditions of exhaust 
pipe, capacity of condenser, etc. In engines with throttle 
control, k is very much greater than in engines with cut-off 
control. 

A quantitative estimate of the regulating properties of 
throttling may be gained from the following simple calculation : 
The influence of the throttle is greatest if the down-stream 
pressure (throttle pressure) is less than 53 % of the up-stream 
pressure. In that case the weight flowing is proportional to 
the product of initial steam pressure multiplied by throttle 
area. As long as these two quantities are constant, — and 
they are constant for a given position of the power-control 
mechanism — the rate of flow remains constant. But tha 
weight flowing in unit time is proportional to cylinder displace- 
ment in unit time multiplied by density of steam after passing 
the throttle, and the density is roughly proportional to the mean 
effective pressure. Also, we have the relation that cylinder 
displacement in unit time is proportional to angular velocity. 
Taking all these facts together, we find that roughly m.e.p. x u 
=s constant, or in words, mean effective pressure times angular 
velocity is constant. Let, for instance, the angular velocity 
grow by one per cent, then the mean effective pressure, and 
with it the torque, drops one per cent. And vice versa, if 
the torque drops one per cent, the speed grows one per cent. 

Now compare this to regulation by a governor. If the speed 
I grows one per cent, the torque drops from 25% to 50%, de- 
L pending upon the design of the governor. It is evident that the 
self-regulating properties of steam engines cannot be counted 
upon whenever close regulation is essential. 

It must be admitted that in a few exceptional eases the 
influence of throttling is greater than that wliich is apparent 
from the above calculation, particularly in noncondensing 
engines with expansion below the back pressure. But these 
exceptions are so few that their scarcity confirms the rule. 

A study of the self-regulating properties of steam turbines 

and hydraulic turbines yields exactly the same result which was 

^L found from the above simple calculation (namely that for 
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one per cent growth of speed, the torque drops one per cent) 
although the mechanics of self-regulation of turbines is very 
different from that of the corresponding property of engines. 
From the theory of turbines it is known that, for a given throttle 
opening, the torque M exerted at angular velocity u is given 
by the equation , „ v 

where M^ is the torque developed at speed u„ and where both 

Ma and Uo refer to the "best" speed of the turbine, that is to 

say, to the speed at which it develops its greatest power. By 

,.„ . . . , M, , dM du . 

differentiation we obtain dM = — — du : or -irr = — — which, 

in plain English, means that for one per cent drop of angular 
velocity, the torque grows one per cent. We can, therefore, 
only repeat the statement that the self-regulating tendencies 
cannot and must not be depended upon for close regulation. 

In internal combustion engines conditions are even less 
favorable to self-regulation. While throttling of gases through 
the ports exerts influence 
similar to that described be- 
fore under steam engines, 
the effect of ignition may be 
either favorable or un- 
favorable to the point under 
discussion, as will presently 
be understood. In Fig, 133 
let (/) be a normal indicator 
card. If the ignition be ad- 
vanced (so that the spark 
occurs earUer), card, (3) will 
result. If the spark, on the 
contrary, be retarded, card (3) will be obtained. If an engine 
operates with a very early spark, even a slight slowing down 
will cause the combustion to be completed in a smaller frac- 
tion of the stroke of the engine ; a condition of premature 
ignition is approached, the area of the indicator card {the 
work per stroke) falls off, the engine slows down still more, 
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rand so forth with cumulative effect. In that case the engine 
has absolutely no self-regulating features ; it is positively 
unstable, and may even thwart the influence of the governor, 
unless the latter be very quick in its action. In the opposite 
Case of a late spark there is greater stability, but the fuel con- 
sumption is so high as to preclude the operation of engines 
with that adjustment, except very occasionally under ejccep- 
tional circumstances. 

Summarizing, we find that the seU-rogulatmg features of 
prime movers cannot be depended upon as a help to close 
regulation, but that they are of assistance, if crude or coarse 
regulation only is aimed at. 

I We find a very similar situation if we investigate the second 
part of the problem, namely the governing influence of the load 
or resistance against wiiich the prime mover works. No matter 
whether a prime mover drives machinery directly, or whether 
it does so by means of electrical transmission of power, there 
is almost invariably an increase of torque required if the speed 
grows. This condition 
is frequently due to in- (T) 



R 



A 



^ 



I is frequently due to in- 
creased air resistance, 

i and frequently to other 
causes. Consider, for 
example, an electric 
lighting system, a dia- Fin. 134 

gram of which is shown in Fig. 134. (!) is the generator, and 
(j?) are the lights. Unless counteracted by a voltage regulator, 
an increase of speed produces a corresponding increase of 
electromotive force, and the latter results in a proportional 
increase of current. Hence, a one per cent growth of speed 
produces 2 % increase in power ; but, since power is speed times 
torque, the 2 % increase of power is evenly divided between the 
assumed ! % rise of speed and the necessarily resulting 1 % in- 
crease of torque. 

It should be noted that this increase of resisting torque 
occurs only on condition that the external resistance of the 
circuit remains constant. Switching lights on and off, of course, 
varies the torque independently. 
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In practice, very few cases with independently variable 
external resistance are encountered in which for a given con- 
dition of such resistance (whether electrical, hydraulic or me- 
chanical) the resisting torque grows faster than the square of 
the speed, which meaiis that for one per cent increase of speed 
the resisting torque practically never grows more than two 
per cent. 

Couple with this result the conclusion reached before, 
namely that for one per cent increase of speed the driving 
torque never drops more than one per cent, and we have the 
final conclusion that one per cent growth of speed never pro- 
duces self- regulating features amounting to more than three 
per cent of the existing torque. This conclusion allows nothing 
but a reiteration of the statement previously made, that the 
self-regulating properties of prime movers and of their loads 
cannot be counted upon, if close regulation is desired, but that 
they are of considerable assistance if coarse regulation is 
permissible. 

Reference to Bibliugraphy at ctid of book: SS. 



APPENDIX 

ELEMENTARY DERIVATION OF EQUATION (3) OF 

Paragraph 1, Chapter II 

Let C be the centrifugal force caused by angular velocity w, mass m, 
and by radius r, and let C\ be the centrifugal force caused by angular 
velocity u'\ m and r remaining the same as before; then 

C '^ mru^ 
Ci = m r (uy 

\ 2 / i(w +^) 

but — - — = lia = average between u' and u, 



fi 



2(u' - u) 
hence Ci - C = Co > 

Ua 

where Ca = average value of centrifugal force. 

Let Ci — C = DC, and ui - u =^ Du, 

2Du 
then DC = Ca] 

but for small changes of u, Ca and Ua differ very httle from C and u, 

so that approximately 

Du 
DC = 2 C — 

ti 

DETENTION BY FRICTION 

The detention which will be calculated is that of friction due to 
centrifugal forces and weight or spring forces; but it does not include 
that friction due to compound centrifugal forces (Coriolis' force). It 
is, therefore, only correct for slow changes of position of the governor. 

The force acting on a pin causes a moment, due to friction, which 
may be expressed thus: 

Af = Qi/r, 

209 
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where Qi is the force on the pin bearing, / is the coefficient of friction, 

and r b tlie pin radius. 

In any particular linkage, for umtance that shown in Fig. 135, the 

moments produced by friction on the pins (/) and (2) may be combined 
into the moment of a single force, as 
Q, in any direction, having a moment 
arm L, which is the perpendicular 
dropped from (3), the inBtantancous 
center of rotation of the two pins. 

^° L ^ L 

The force Q may have its point of 
application transferred along its line 
of action, and may then be combined 
with other forces, until all are com- 
bined into a single force. 




In the Watt type of governor, shown in Fig. 136, for pins {I) and (2) 

taking Qa, in tliis case, in the line of direction of the next link, to which 

(7) (S) is connected. 

Qa is the force in the direction {£) (3). 



Qr = (3„ C03 



Qin +ati 



i. 



Qr is a force acting througli (3), vertically. 
Q, 



,Qir , + Q,r, g,r, + gir, 
' LJcoai "' 



h 



For pins (2) and (3), Q, I, - M, - / ft r, + / Q, 71 



Qs is also a vertical force through (3). 

Combining the two forces Q, ami Q^, 

F 



. Q. + Q. 



0)ri+Q; r, Q. r, + i;.ri 
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and since in this case all of the pins have the same diameter, 
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2 ■' \ h 



Qt + Qt Q2 + Qz 



+ 



•) 



In the governor shown in Fig. 136, when in mid-position, 



L2 = 13^ 
h = 17"^ 



r = ,25" 
Assume / = .10 



The forces may be found graphically, as shown in Fig. 137. 

The total centrifugal force, C, of one weight is considered as divided 



Cq ^ 





Fig. 136 



Fig. 137 



into two parts, one of which, Cwy holds the fly-weight in equilibrium 
while the other, C^, holds the counterpoise in equiUbrium. Since 
neither Cw nor W acts on pin (^), their resultant acting on {1) must 
lie in the direction {1){4) (Fig. 137); and by drawing the force triangle 
at (i), one of the forces, Zi, acting on pin (1) is found. 

The weight Q (^ weight of counterpoise) is held in equilibrium by 
two forces, one of which (horizontal) is balanced by the corresponding 
force from the other side acting through the collar. The other com- 
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ponent Z2 acts in the direction of the link (^)(5), and as this is regarded 
as a massless rod, it is the only force acting on (2) and (S), hence 

Q2 = Qs = Z2. 

The direction of the force (Zs) on (1) produced by Zt and Cq is 
found from the consideration that all forces on a link must (for equi- 
librium) pass through a common point, which in this case is (m). The 
magnitude of the force Za is found by drawing the triangle of forces, 
shown above (/) in the figure. 

The total force acting on (1) is the resultant of Zi and Zj, or force 
(6)(e), Fig. 137. 

Force (6) (e) = Qi 

TT = 16 pounds Q = 59 pounds, 

and for mid-position, Qi = 90 Q2 = Qs = 84. 

P «. .^ /'174 168\ ,„« ^ . . . , ,^ 

-- = .25 X .10 X -TT + 7;rr ) = -573, friction in one half. 
2 \17 13J/ 

Total friction, both sides of governor = jF = 1.146 pounds. 
Strength of governor = 140 pounds = P. 

F 1.146 ^^^ 

a = - = = .0082. 

^ P 140 

The detention due to governor friction in the particular Watt-type 
governor shown in Fig. 56 is — 



F-/r( 



Qi + Qt Qi + Q» \ 



I Li 

Ls = 16J'. r = .25' 

I =20J'. / =.10 

Qi = 315. Qi'Qt" 193. 

2 = -^20.25 + ■^) = '■'^' 

F = 2.442 

F 2.442 ^^^ 

g = - = = .0049 

^ P 500 



In the Hartung governor, shown in Fig. 28, no centrifugal forces 
are transmitted to the pins, except that necessary to balance the weight 
of the collar = 40 pounds 
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Pi = strength of governor = 1100 pounds 

r = radius of pins = .25' 
Li - lever arm (1) (2) = 5.' 
La = lever arm (2) (3) = 5.71 
Weight of one fly-weight = 79 pounds. 

Figure for mid-position: 

Horizontal force on (/) to counterbalance i of collar weight 

20 X 5.71 

« — ^ — = 22.84 pounds. This force also acts on (2), in opposite 

5 

direction. 

Pin a) Qi - \/(22.84)2 + (79)^ = 82.1. 

If the collar moves a small distance Ds, then the rubbing path of fric- 

5 .25 
tion force on pin (1) is Ds • — - • '—^ = .0437 Ds. 

Assume friction coefficient = .10 

Friction work on (1) = .10 X 82.1 x .0437 Ds = .3595 Ds. 

Pin (;^) Qj = \/(22.84)2 + (79 + 20)« = 101.9. 

.25 
Rubbing path = Ds ^i— 

Friction work = .10 x 101.9 x .0437 Ds = .446 Da. 

Pin (5) Qa = 20. 

Friction work = .10 x 20 X 0.437 Ds = .0874 Ds. 

PinW) Q4 = 20. 

In mid-position, rubbing path = 0, Friction work = 0. 

Total friction work = (.4460 + .3595 + .0874 + 0) Ds = .8929 Ds. 

T. . 1 . .. P -8929 Ds ^ _ 

Equivalent force at collar, - = — ;; = .8929 

' 2 Ds 

F = 1.7858 pounds. 

F 1.7858 ^^-^«r» I. .1 
g = — = t;;^ = .001623 for mid-position. 
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CENTRIFUGAL MOMENT OF OBLONG WEIGHTS 

M = Centrifugal Moment ■= 
fdm u'(r + z)(y + L) = fdm uhy 
+ J'dm u^ rL + fdm u^xy+ fdm u* 
X L but fdm y = and fdm x 
= 0, because (S) is moss center. 
fdm u^rL^viu'rL. See Fig. 140. 
To find a simpler expre^on for 
fdm X y, refer it to the principal 
axes X'Y', and call tie coordinatca 
x', y'. For these axes fdm x'y' - 0, 
because the moments of inertia are 
a maximum and a minimum. By- 
analytical geometry: x = «' cos ifc + 
y' sin k, and y = -x' sin k +y' cob k. 
p,Q j^4o Substitute in fdm x y and cany out 

multiplication 
fdm xy = -fdm x'^ sin fc cos i + fd m y'^ sin i; cos k. 
The two terms containing the product x'y' vanish, as above explained. 
Substitute h' dA m' for dm, where h' = thickness at right angles to 
paper, dA — differential of area in plane of paper, m' " mass per unit 
volume. Then 

fdm x'^ sin k cos k = k' m' ^ s\n2k J{y') and 

fdm y'^ mik coak = h' m' ^ sm2k J{x'), 
where J{x') means the moment of inertia of the plane section of the 
centrifugal weight about the X' axis, and J{y') the corresponding mo- 
ment about the Y' axis. 

With these notations the centrifugal moment is 

Af = m r u* Z, + J A' m' u' sin 2 t {J^^) - 7,^)) 
In the text Ju„t and J.»„« were used in place of J^ and J„-. This is 
correct for the ilhistration, but must be replaced by J, - Ji, if the X' 
direction is longer than the Y' axis. 



DETAn. CONSTRUCTION OF CHARACTERISTIC 

FOR FIGURE 31 
In the illustration (Fig. 138), {!), (2), (3), (4), (5) are different 
positions of the mass center of the centrifugal weight; (//), (/J), 



Cq for increased Q 




Fia. 138 



(IS), {14), 0^) ore the corresponding positions of the inner end of the 
bell crank; (^1) (2«), (2S), («^), (25) are the corresponding positions 
of the upper end of the connecting link; point (16) is the intersection of 
the horizontal through (1) and the straight line (11) (2J); points (17), 
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(18), (19), {20) are found by intersection of corresponding lines for the 
other positions. The values of TV = 15 pounds, Q = 45 pounds and 
increased Q = 45 + 85 pounds have been laid off near point {10), 
(right-hand bottom Fig. 138) to the scale of one inch representing 100 
pounds. The triangle of forces which is shown in Fig. 32 has been 
reproduced in convenient form for construction on Fig. 138, as shown in 
this sketch. The same construction has been carried out with increased 
Q, and with the various spring forces, each spring force being computed 
from the " initial tension plus scale times deflection." The spring force 
for position {2) has been marked. 

The centrifugal forces necessary to balance the weight of the cen- 
trifugal masses are found by a series of triangles of forces below point 
{10). The various centrifugal forces have been laid off and combined 
above the respective positions of the centrifugal mass. For position (5), 



Angular velocity = \/ — '—^ — Vc = 2.09\/c 



15 X 5.9 
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Me^-hodof Rndihg Angular 
Disploicemenffrom Impressed Moment. 

Fig. 139 



The illustrat ion, Fig. 139, shows a method of finding angular dis- 
placement from a curve of impressed moments, as exemplified by the 
moment ca,used by gravity. The illustration is so clear that it needs 
no comment, with the exception that the units and scales must be 
carefully watched. 
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Actual motion of governor, 81 
Addition of constant force at sleeve, 37 
Additional power-control mechanism, 

201 
Adjustment of equilibrium speed, 49 
of rate of flow, 151 
of static fluctuation, 180 
Adjustments in shaft governors, 76 
Amplitude, maximum permissible, 86 
of first speed wave, 96 
of vibration due to impressed 

force, 87, 217 
Angular displacement from curve of 

impressed moments, 217 
Anti-racing device, 176 
Annstrong governor \idth comixjnsat- 

ing oil pot. 111 
Assembly drawing, relay governor, 183 
Automatic disconnecting device for 

capacity governor, 58 
Auxiliary governor, 145 
Auxiliary spring, 200 

B 

Balanced regulating valve, 38 

Bee governor, 109 

Belt slip a cause of racing, 198 

Binding due to lack of alignment, 197 

Brake resistance traversing time, 133 

C 

Capacity of oil pump, relay governing, 

185 
Cataract governors, 143 
Centrifugal compensator, 144 
force, 7 
force, equivalent, for oblong 

weights, 41 
mass, size of, in shaft governors, 72 
moment of eccentric and strap, 04 
moment of oblong weights, 214 



moment of rotating masses, shaft 
governors, 63 
Change gears, 50 

of angle of characteristic, 29 

of pressure, accumulated effect of 

speed change, 153 
of spring tension and leverage, 
shaft governors, 75 
Changing lever arm and initial tension, 

54 
Character of regulation, factors deter- 
mining, 132 
Characteristic, characteristics 

curves of governors, 26, 52, 214 
detail construction of, 214 
of displacement pumps, 156 
of Hartnell type governor, 36, 52 
of isochronous governor with ob- 
long weights, 43 
of Proell type governor, 35 
of turbo-compressor, 156 
Chorlton-AVhitehead governor, 109 
Chronometric governor, 141 
Close regulation, 21 
Closeness of regulation, pressure gov- 
erning, 153 
Combination centrifugal and pressure 
governor, 167, 168 
hydraulic and mechanical relay 
governor, 173 
Compensating oil pot, shaft governors, 
111 
return, 176 
Compensator, 179, 195, 199 

friction wheel, 183 
Compound centrifugal forces, 14, 118 
Constant delivery compared with con- 
stant speed, 148 
force at sleeve, addition of, 37, 38 
rate of flow governing, 148 
solid friction, cause of vibrations, 
123 
231 
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Coriolis' Torces, 14, 118 
Cosine governor, xvi 
C'rilerioti o( Btability, 25 
Cut-off control, lack of stability, 155 
Cyclical vibrationa of governors, BS 
eliminate friction, 87 



Detail construction of characteristic, 

214 
Detention by friction, 16, 200 
due to forces at collar, 55 
eliminated by vibration, 10 
imijortance in relay governors, 171 
Diagram of vibration, 125 
Direct-control governors, 3 

limits of, 170 
Discarded types of apeed governors, 

139 
Distribution of forces between eccen- 
tric and strap, 68 
of mass in governors, 84 
Displacement pumps, automatic sta- 
bility, 154 
characteristics of, 15G 
Double floating relay valve, 182 
relay, 181 

Dust and tar in gae, 171 
Dynamic action of st«am flow, 170 

regulating force, 1U2 
Dynamometric governors, 141 



E 

I Eccentric and strap, force distribu- 
tion, 68 

Bffect of adding constant force at 
' sleeve, 38 

of outside forces impressed on 

governor, 81 
of valve inertia, 66 
Electrical governor, 146 
Energy released by governor, 173 

l>pyond control of governor, 201 
Equation of motion ot governor mass. 




Equilibrium speed, 23 

adjustment of, 49 
Equivalent centrifugal force with olt- 
long weights, 41 
friction, 18 
mass of governor parts, 46, 4S, 78, 

84, 117, 132 
static fluctuation, 114, IIB 
Erratic behavior ot shaft governors, 07 
Experimental determination of gov- 
ernor's strength, 5 



Hoating relay valve, 182 

Flywheel effect not great enough, 201 
weiglit per horsepower. 111, 199 

Force, Forces 

acting on governor sleeve, 37 
on collar, variation of, 50, 51 
oulaide, impressed on governor, 81 
required for damping I'ibratJons, 
103 

Fraction of load suddenly applied, 100 

Friction 

a cause of racing, 190 
between eccentric and strap, 67 
detention by, 15, 55, 2UB 



drivt 
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t. 51 



eliminated by cyclical vibrations, 
87,203 

eliminated by impressing vibra- 
tion, 171 

harmful in pressure governing, 166 

increases resistibilily, 83 

influence in relay governors, l'i2 

internal, 18 

moment, shaft governors, 68 

of compound centrifugal force, 
118; not adjustable, 119 

of governor collar, 55 

of joints, 210 

of pilot valve. 186 

of valve gear, shaft govemore, (56 

of working fluid of prime movrrs, 
204 

wheel uompcnsation, 183 
Friclionless govertior, regulation im- 
possible with, 101 
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Gas engines, regulation of, 21 
General Electric Co.'s volume gov- 
ernor, 150 
Governing, for constant rate of flow, 
148 
for constant pressure, 153 
of hydraulic turbines with long 

supply lines, 172, 178 
principles of, 2 
Governor, governors 
as a mechanism, 28 
as speed counters, 25 
displacement proportional to load 

change, 136 
too light for vibratory forces, 202 
too small, 202 
troubles and remedies, 195 
vibrates, jerks, 202 
with considerable internal friction, 

21 
with small internal friction, 21 
Greatest speed variation, 96, 128 
limiting case, 103, 104 
estimated from limitiug case, 137 



Harmonic vibrations of limiting case, 

103 
Hartnell type governor, characteristic, 

36 
Helical spring stiffness, changing, 105 
Hydraulic (cataract) governor, 143 
turbines with long supply hncs, 
173, 178 

I 

Impressed forces k(!cp governor vi- 
brating, 71 
Inertia governors, 9, 1 1 
moment, 13 
moment of rccij)rocating parts, 

shaft governors, VA 
(tangential) in shaft governors, 71 
Influence of friction in relay governing, 
192 
of throttling in non-condensing 
engines, 205 
Ingersoll-Rand volume governors, 150 
Insufficient size of governor, 202 



Interaction between governor and 

prime mover, 95 
Internal combustion engines, self-regu- 
lating properties, 206 
governor friction, 18, 20 
Inverted suspension type governor, 

characteristic, 35 
Isochronous governor, xvi, 24 
characteristic, 43 
impracticability of, 108 
with tangential inertia, 116 

K 

Knife edge joints, 171 

edges, in releasing gears, 197 

edges wear too fast, 203 
Knowles compensator, 144 

L 

Lag of governor motion behind speed 
change, 129 

Jjap of pilot valve, 193 

Large pilot valves, effect of, 170 

Leakage; in pilot valve, 197 

Limitations of volume governing in 
blast-furnace practice, 152 

Limiting case, 97 

greatest siwod fluctuation, 10-1 
hannonic vibrations, 103 
pressure regulation, 159 
rclative sikmuI fluctuation, KXS 
with soUd friction, 120 

Limits of chrect-control governors, 170 

Load governors, 141 

Lost motion, eliminated, \K] 

in joints, relay governing, 193, 197 

M 

Mass, equivalent, effect of, 84 
distribution in governors, 84 
of governor jmrts, 4() 
of governor springs, influence of, 
73 
Maximum permissible amplitude, H6 
Minimum spring scale; for stability, 162 
Moment due to friction between ec- 
centric and strap, 67 
due to friction of valve gear, ()6 
due to inertia of reciprocating 
parts, 64 
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caused by absence of a return, re- 


^H in relay governing, 101 


lay governors, 199 


^B Nordberg governor, 59 


caused by frictjon in governor or 




relay, 196, 197 




caused by incorrect throttle con- 


1 


trol, 200 


H Oblong swinging weights reduce 


caused by rele-afling gear?, 197 


^M promptneBs, 44 


caused by slipping belt, 198 


^m weights, centrifugal moment, 214 


caused by valve adjustmenta, 19S 
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■ OU gas pot, 103, 105, 196 


era, 201 
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point, shaft governors, 76 
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Ilateau multiplier, 150 




Ratcau volume governor, 150 


■ Euzeof, 113 


Hcciprocaling valves, inertia (rf, 66 


■ with floating springs, 109, 195, 


Regulating force, 7 
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dynamic, 102 


^H Outside forces impresacd on governor, 


equation, derivation, 209 
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static, 102 
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ertia, 9 


^K Parabolaofspeeddeviatinn, ISS 


valve, balanced, 38 


^M Parallel operatioo of A. C. generators, 


Regulation by frictionloss governors, 


H 116, 179 


101 


^m of compressors and blowers, 167 


Regulation not close enough, 195 


^M Paisone s^'stem of pufT governing, 171 


of gas cnpnes with dirty gas, 21 




RelaliTe change of governor position. 


■ PUot valve, 174, 186, 1S6 


130 


H can overtravel, 191 


change of load, 100 


■ lap, 193 


change of speed, 130 


P leakage, 197 


speed fluctuation, limiting case, 
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Pressure governing, 153 


Relay, double, 181 


effect of friction, 166 . 


go^'erning, 170 


limiting case, 159 


governing, effects of governor 


mininmm spring scale, 162 


mass, 172 


oil gag pot in, 164 


governing, principles of, 174 


speed damping, 165 


governor, 3 


traverang time, 163 


governor, assembly drawing, 183 


^L without receivers for intake and 


governor, effect of friction in, 171 


^H discbarge, 165 


governor, influence of static fluc- 


^M Principles of relay governing, 174 


tuation, 100 


H Process of regulation, 180 


governor, lost motion in jtunis. 


^M Procll type governor, charaeteriHlJC, 21 


IBS, 197 


■ Promptness, 44, 46, 195, 199 


governor, relative speed changB, 


^M Puff governing, 171 


189 


H Pump governors, 143 


governor, theory, 186 
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governor, variable relay velocity, 
194 

governor, with rigid return, 175, 
176 

governor, without return, 175 

governor, work capacity, 184, 185 

mechanisms, 173 

traversing time, 172 

valve, floating, 182 

with slowly yielding return, 178 
Representative point, 98 
ResisUbility, 81 

increased by friction, 83 
Reversed speed curve, 116, 180, 181 



Safety device to prevent overspeeding, 

168 
Self-regulatmg features of prime mov- 
ers, 204 

of the load, 204, 207 
Sensitiveness, 24 

no guarantee for close regulation, 
25 
Shaft governors, 5, 10, 61 

adjustment of, 76 

calculation of, 62 ^ 

compensating oil pot in. Ill 

erratic behavior of, 67 

friction moment, 68 

inertia moment of reciprocating 
parts, 64 

influence of tangential inertia in, 
71,85 

spring moment, 69 

unbalanced weights, 89 
Shape of centrifugal weights, 40 
Semens' principle, 140 
Suggishness, 15 

Solid friction, as damping agent, 117, 
118, 123, 124, 127 

limiting case, 120 

minimum static fluctuation, 121 

for damping vibrations, 83 
Speed counter, 23, 25 
Speed damping, 165 
S^eed fluctuation, excessive, 201 

greatest, 128 

limiting case, 103, 104 



Speed limit, centrifugal governors, 167 
Speed of relay mechanism, 187 
Speed restorer, 179 

Speed rise due to energy beyond con- 
trol, 137 
Speeder, 54 
Spindle governors, 10 
Spring in oil gag pot, 200 
Spring leverage, change of, 75 
Spring moment, 69 
Spring stiffness, changing, 195 
Spring tension, change of, 75 
Springs, influence of mass of, 73 
SUbiUty, 23, 29, 31, 32 

found from characteristic, 31 

of regulation, 33, 96, 151, 154 

of regulation, enforced by oil pot, 
105 

of regulation, influence of tan- 
gential inertia on, 113 

temporary, by compensating dash- 
pots, 164, 178 
Starting time, 107 

of inertia mass, 133 
Static fluctuation, 23, 32 

equivalent, 114, 116 

minimum with solid friction, 121, 
122 

negative, 116, 180 

pressure governing, 164 

reduced by tightening spring, 52 
Static regulating force, 102 
Static speed fluctuation of regulating 

mechanism, 177 
Steam relay pistons, 173 
Stodola's theory of relay governing, 

186 
Strength, experimental determination 
of, 5 

of centrifugal governors, 4 

of volume governors, 150 



Tangential inertia, 8, 195 
in shaft governors, 71, 85 
influence upon stability of regula- 
tion, 113, 116 
Temporary stability, compensating oil 
pot, 164, 178, 180 
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Thompson governor, 73 

Throttle control, inherent stability of, 

155,205 
Total inertia moment, 13 
Traversing time, 45 

brake resistance, 133 

calculation of, 47 

of relay, 172 

pressure governing, 163 
Turbo-blower, characteristics, 157 

surging of, 157 



Unbalanced forces impressed upon 

governors, 39 
Unbalanced weights in shaft governors, 

89 
Unloaduig devices, 158 



Vane governors, 144 

Valve adjustments, racing caused by, 

1% 
Variable speed governors, 49 
Velocity puni|)s, 148 



Vibrating weight, path of, 91 
Vibration diagram, 125 

effect upon governor friction, 16, 
203 

natural period of, 77 
Vibrations, cyclical, 86, 86 

harmonic, 103 

limited by governor rcsistibility, 
82 
Volume governors, 150 

W 

Watt governor, xvi, 78 

Watt type governor, detention by 
friction, 209 

Watt's principle, 139 

Weight of flywheel required per horse- 
power, 111, 199 

Weiss governor, 59 

Wischnegradsky's theorem, 101 

Woodward governor, 183 

Work capacity, centrifugal governors, 
14,33 
relay governors, 184 

Work done by steam beyond governor 
control, 138 * 



1 




I^H 


1 


W LIST OF 


SYMBOLS ^H 

impany ^M 




"Governors and the Governing of Prime Movers." | 




By Prof. 


W. Trinks 


A.. 


-Governor travel, or diBplaccment. 


V... Volume; ulw 


B . 


..Distance. 


Volume flowing In unit time. 


C . 


. Cenirif ugal force. 


W..., Weight. 


D.. 


Small difference. 


X Bcbtive governor deviation. 


E . 


..Energy. 


Z .... RelaUve load change. 


F . 


Force at colliir to overcome 


a Angulv acceleration. 




governor friction. 


b Radiol travel of uenlrifug. 


G . 


.Area. 


weigliw. 




H. 


. Radius of gyration. 


d .... Differential. 




1 .. 


. Moment of mertia \ maaa X 


e . . . . Base of Naperiau logarithms; alto 




J . 


Moment of inertia j (rtuiiue)' 


Efficiency. 




K. 


. Conatant. 


S . . . -Friction coeffiiiient. 




L - 


. . Levcf arm. 


g Gravity acceleration. 




M.. 


. Moment. 


h Height or apace dimeusionH. 




P . 


. . Strength of governor; aian 


t ...Angle. 






Rastoring force per unit dieplace- 


} ....Angle, 






ment. 


Ik ...Angle. 




Q . 


Weight or force. 


1 Length. 




ft - 


. . Force on governor collar to ovci^ 


m....Ma88. 






coroe valve friction only. 


n ... - Revolutions per minute. 




s . 


. . Spring force. 


p ....StaUc fluctuation; aU,? 




r . 


-.Special time. 


Pressure. 




n. 




q Detention by govtTuur frirlion. 




Tj. 


. . Time required to Gil voliim<! of 








container. (In preesure gov- 


■ Space. 






emmg.) 


( .--Time. 




Tf. 


. . Traversing time of governor. 


u Angular velociiy. 




2",. 


. . Starting time of mertia moBs- 


V Linear velo<'ity. 




r„. 




w Angular velocity of auxiliary 






a governor. (Natural period of 


vector. 






vibration.) 


X ... . Abscissa; al»o 




T,. 


. . Reky traversing time. 


Unknown quanlity. 




T,. 


. .Starting time of prime mover. 


y ....Ordinate. 




U. 


. . Relative speed deviation. 


2 ....Stability; aiiio 

Root of an equation. 
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Vol. I. The Generating Plant 3 00 

Vol. U. Distributing Systems and Lamps 

Crocker, F. B., and Arendt, M. Electric Motors Sto, *: 

Crocfcer, F. B., and Wheeler, S, S, The Manaeement of Electrical Ma- 

CtOBby. K. n., Fiske, H. A., and Fotatet, H. W. Handbook of Fire 

Protection nmo, . 

CrOES, C. F., Bevan, E. J., and Sindall, R. W. Wood Pulp and Its Applica- 
tions. (Westminster Series.) 8vo, •: 

Crosskey, L, R. Elementary Perspective 8vo, 

CroEskey, L. R., and Thaw, J. Advanced PerBpective 8to, i 

Culley, J, L. Theory of Arches. 1 Science Series Ho. 87.) icmo, 1 

Gushing, U. C, Jr,, and Harrison, H, Central Station Management, , , *: 

Dadourian, H. M. Analytical Mechanics i2ino, *i 

Danby, A. Natural Rock Asphalts and Bitumens 8to, *: 

Davenport, C, The Book, iWeslroinster Series,) 8vo, •: 

Davey, N. The Gas Turbine 8vo, •. 

Davies, F. H, Electric Power and Traction . , , .8vo, 'a M 

Foundations and Machinery Fixing. (Installation Manual Series.) 

t6mo, *] M 

Deerr, N, Sugar Cane 8vo, 9 oo 

Deite, C. Manual of Soapmaking. Trans, by S. T. King 4to, 

De Is Coux, H. The Industrial Dsea of Water. Trans.by A.Morria.Bvo, '5 oo 

Del Mat, W. A. Electric Power Conductors 8vo, *3 

Denny, G. A. Deep-level Mines of the Rand . 4tt>, *l( 

Diamond Drilling for Gold *S OO' 

De Roos, J. D. C. Linkages, ( Science Series Ho. 47.) . lemo, o 75 

Dorr, W, L. Block Signal Operation Oblong 12 mo, "i 

Maintenance-of-Way Engineering . .{In Pri jHiratinn.) 

Deuint, A. Three Hundred Shades and How to Mix Them 8vo, '< 

De Tarona, A. Sewer Gases. (Science Series No. 55.) i6mo, o 7s 

Devey, R. G. Hill and Factory Wiring. (Installation Manuals Series.) 

Dibdin, W. J. Purification of Sewage and Water, avo, 6 5a 

Dichmann, CarL Basic Open-Hearth Steel Process iimo, '3 g 

Dieterich, E. Analysis of Resins, Balsams, and Gum Resins ..,Svo, *3 go 

Dilworth, E, C. Steel Railway Bridges 4to, '4 o 

Dinger, Lieut. H, C. Care and Operation of Naval Machinery umo, '3 o 
Dixon, D. B. Machinist's and Steam Engineer's Practical Calculator. 
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Dcmmett, W. E Motor Car Medunism lamo, *i oo 

DoTT, B. F. The Surveyor's Guide and Pocket Table-book. 

IJfaper, C. H. Elementary Text-book o( Ligbt, Beat and Sound . 1 imo, i 00 

Heat and Ihe Principles of Therm o-djnamics lamo, '3 00 

Draper, E. G. Navigating the Ship i2mo. i 50 

Ihon, R. W. Mining Fotmulas. ...... , , iimo. 1 oo 

Dubliel, H. High Power Gas Engines 8vo. '5 oo 

Domesn;, P., and Noyer, J. Wood Products, DistillMes, and Extracts. 

Daacan, W. G., and Penman, D. The Electrical Equipment of Collieries. 

Dutikley, W. G'. Design of Machine Elements. Two volumes, .8vo,each, 7 00 
Dtinstan, A. E., and Tbole, F. B. T. Textbook of Practical Chemistry. 

Durham, H. W. Saws 8vo, a 50 

Duthie, A. L. Decorative Glass Processes. (Westminster Series.) 8vo, *i oa 

Dwight, H. B. Transmission Line Formulas 8vo, *1 00 

Dyke, A. L. Dyke's Automobile and Gasoline Engine Enoyclopedia.Svo, 4 00 

Dyson. S. S. Practical Testing of Haw Materials .8to, *S 00 

Dyson, S. S., and Glarkson, S. S, Chemical Woiks Svo, 'goo 

.iimo, *8 So 
ogner, 

Eddy, H. T. Maximum Stresses under Concentrated Loads Svo, i 50 

Eddy, L. C. Laboratory Manual of Alternating Currents. lamo, o 50 

Edelman, P. Inventions and Patents. . . lanio, 'i jO 

Edgcumbe, K. Industrial Electrical Measuring Instruments . ...Svo, 5 00 

Edier, R, Switches and Switchirear, Trans, by Ph. Laubach . Svo '4 00 

Eisaler, M. The Metallurgy of Gold flvo, g 00 

The Metallui^ of Silver 8to. 4 00 

The Metallurgy of Argentiferous Ltad 8vo, 6*5 

A Handbook on Modem Explosives Svo, $ oo 

Ekin, T. C. Water Pipe and Sewage Discharge Diagrams (oUo, *.i 00 

Electric Light Catbons, Manufacture of Svo, i 00 

Eliot, C. W., and Storer, F. H. Compendious Manual of Qualitative 

Chemical Analysis iimo, 't 15 

Ellis, C. Hydrogen.ition of Oils Svo, 7 50 

Ultraviolet Light, Its Applications in Chemical Atta. . . iimo, 

Ellis, G. Modem Technical Drawing Svo, *2 oo 

Eanis, Wm. D. Linseed Oil and Other Seed Oils Svo, '4 00 

Applied Thermodynamics Svo, '4 50 

~— Flying Machines To-day iimo, 'i 5a 

— — Vaoors for Heat EnEines iimo, *t 00 

Ermen, W. F. A. Materials Used in Sizing Svo, *i 00 

Erwin, M. The Universe and the Atom nmo, 'i 00 

Evaos, C. A. Macadamized Roads {fn PrfM.) 

Bwing, A. J. Magnetic Induction in Iron Svo, *4 00 

Fairchiia, J, T. Granhical Comnass Conversion Chart and Tables... o jo 

Fairie, T. Notea on Lead Ores ." iimo, 'o jo 

Notes OB Pottery Clays. lamo, 'a 00 
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I 



ttiAtf, W., tod Anilre, G«o. J. Ventilatioi] of Cottl Mines. (Science 

Senei Wo. 58. j , . i6ino, 

Falrwaaliier, W. C. Foreign and Colonial Patent Laws 8to, 

Fanning, J. T. Hydraulic and Water-oupply Engineering Bvo, 

Fay. 1, W. Th« Co«l tat Dyes 8»o, 

Fambach, R. L. Glue and Gelatiiie 8vo, 

Findlay, A. The TreaRUrcs of Coal Tar i2mo, 

FIrlh. J. B. Practical Phyiicil ChemislrT . i»ino, 

Fiachet, E. The Preparation of Organic Compounds. Trans, by R. V. 

Stanlnd nmo, 

Flail, J. C. L. Leiiering of Working Drawings . .... Oblong Svo, 

Flabar, H. K. C, and Darby, W. C. Submarine Cable Testing 8so, 

Flrisdunann, W. The Book of the Dairy. Trans, by C. M. Aikman. 

Fleming, J. A. The Alternale-CurTent Translormer. Two Volumes. 8vo. 

Vol. I. The Induclion of Electric Currents 

Vol, n. The Utllirntion of Induced Currents ,, 

Ptopasation of Electric Currents 8vo, 

•^— A Handbook for the Electrical Laboratory and Testing Room. Two 

Volumes 8vo, each, 

Fleury, P, Preparation and Uses of White Zinc Paints 8»o, 

Flynn. P. J, Flow of Water. (Science Series Ho. 84.1 ....... .lamo, 

Hydraulic Tables, t Science Scries Ho. 66.) i6mo, 

Forgle, J. Shield Tunneling Svo. 1/m Press.') 

Foster, H. A. Electrical Engineers' Pocket-book. {Seventh Edilion.) 

lamo, leather, 

Engineoriitg Valuation of Public Utilities and FaclorieB , . 8vo, 

Handbook of ElectricaJ Cost Data 8to U'l /"fiw.) 

Fowle, F. P. OverheadlTransmission Line Crossings. . . iimo, 

The Solution o( Alternating Current Problems 8to (/" Press.) 

Fox, W, O. Transition Curves. 1 Science Senes Ho. iio.V. T6mo, 
Poi, W., and Thomas, C. W. Practical Course in Uechanicat Draw- 



o 75 
•3 00 
"S 00 



ing 



Foye, ). C. Chemical Pioblenis. 1 Science Series Mo. 69.) temo, 

—~ Handbook of HioeialDsy. (Science Series Ho. S6.t i6mo, 

Francis, J. B. Lowell Hydraulic Experiments . 4to, 

FiBoicD, H, Ezerciaes in Gas Analysis iimo, 

Freudemacber. P. W. Electrical Mining Installatioiu. (InsMllation 

Manuals Series.^ lamo. 

Friend, J. H. The Chemistry of Unseed Oil iimo. 

Frith. J. Alteinating Currant Design .. Sro, 

FHtsch, J. Hanulactvre ot Cbemkal Haaures. Traas. by D. Grant. 

frye, A. 1. CitA Encineers' Pocket-book tioo. teaOier, 

FuUw. G. W. larMtlcatlOBs iato the PorilkalteB of tbc OUo River. 



I 3S 

O 7J 
o »■ 



FunraO, J, Paims, Colon, OOs, oad VaiBlAn . . 
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Garcia, A. J, R. V. Spanish-English Railway TennB 8vo, * 

Gardner, H. A. Paint Reseaicbes, and Their Piactical Applications, 

a 
Garforth, W. £. Rules for Recovering Coal Mines after Explosions a: 

Fires lamo, lealhi 

Garrard, C. C Electric Switch and Controlling Gear 8 

Gandard, J. Foundations. (Science Series No. 34.) ...161 

Gear, H. B., and Williams, P. F. Electric Central Station Distributi 

Syslema B 

Gceiligs, H, C. P. Cane Sugar and Its Manufacture 8 

— — Chemical Control in Cane Sugar Factories 4to, 

Geikie, J. Structural and Field Geology 8»0, 

— —Mountains. Their Growth, Origin and Decay 8vo, 

The Antiquity of Man in Europe 

Georgi, F., and Schubert, A. Sheet Metal Working. Trans, by C. 

Salter 

Gerhard, W. P. Sanitation, Watersupply and Sewaga Disposal of Country 

Gas Lighting. (Science Series No. iii.) ifimo, 

Household Wastes. I Science Series Bo. 97.) idmo, 

— House Drainage. (Science Series No. 63.) i6mo, 

- — -Sanitary Drainage of Buildings. (Science Secies Mo. 93.).. 

Gerhardi, C. W. H. Electricity Meters 8vo, 

Geschwind, L. Manufacture of Alum aad Sulphates. Trana. by C. 

Salter 

Gibbings, A. E. Oil Fuel Equipment for Locomotives Svo, 

Gibbs, W. E. Lighting by Acetylene .1 

Gibson, A. H. Hydraulics and Its Application Svo, 

- — ■ Water Hammer in Hydraulic Pipe Lines 1 

Gibson, A. H., and Ritchie, E. G. Circular Arc Bow Giider 4to, 

Gilbreth, F. B. Motion Study 1 

Primer of Scientific Hanagement i 

Gillmore, Gen. Q. A. Roads, Streets, and Pavements lamc 

Godfrey, E. Tables foi Structural Engineers iGmo, leatbei 

Golding, H. A. The Theta-Phi Diagram . 

Goldschmidt, R. Allecnating Current Commutator Motor Svo, 

Goodchild, W Precious Stones. (Westminster Series.) Bvo, 

Good el), J. M. The Location, Construction and Hainteoance of 

Roads 8vo, 

Goodeve, T, M, Textbook 00 the Steam-engine i 

Gore, G. Electrolytic Separation of Metals . , 

Gould, E S. Arithmetic of the Steam-engine 1 

•^—Calculus. (Science Series No. 112.) i6mo, 

High Masonry Dams. (Science Series Ho. as.) i6mo. 

Gould, £■ S. Practical Hydrostatics and Hydrostatic Formulas. (Science 

Series Wo. 117.) icmo. 



'5 00 
'1 00 
■3 so 
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Gratacap, L. P. A Popular Guide to Minerals 8to, * 

Gta]r, J. Electrical Xntlueace Machines iimo, 

Marine BoHer Design i2mo, ' 

Greenhill, G. Dynamics of Mechanical Flight 8to, ' 

Giegoriua, R. Mineral Waxes. Tians. by C. Salter iima, ' 

GrierEOn, R, Some Modern Hethoda of Ventilation 8vo, ' 

Griffitha, A. B. A Treatise on Manures. lamo, 

Dental Metallurgy Bvo, ' 

Gross, E. Hops 8vo, ' 

Gfossman, J. Ammoma and Its Compounds. , , iimo, * 

Groth, L. A. Welding and Cutting Metala by Gaies or Electricity. 

(Westminster Seriesl 8vo, ' 

Gro»er, F, Modern Gas and Oil Enginas 8vo, ' 

Grrnrer, A. Power-loom Weaving.. Svo, 

Gninsky, C. E. Topographic Stadia Surveying i6mO, 

Gtlldner, Hugo. Internal Combustion Engines. Trans, by H. Diederichs. 

4t0, • 

Gunther, C. 0. Integration Sto, ' 

Gurden, R. L, Traverse Tables folio, half morocco, 

Guy, A E. Experiments on the Fleiure of Beams. gvo, 

Haenig, A. Emery and Emery Industry 8vo, 

Hainbflch, R. Pottery DecoratioB. Trans, by C. Salter iimo. 

Hale, W. J. Calculations of General Chemistry iimo, 

Hall, C. U. Chemistry of Paints and Paint Vehicles ... litaa. 

Hall, G. L. Elementary Theory of Alternate Current Working. .. .8vo, 

Hall, R. H. Governor! and Governing Mechanism lamo, 

HaU, W. S. Elements of the Differential and Integral Calculus 8vo, 

Descriptive Geometry . . 8vo volume and a 4to atlas, 

Haller, G, P., and Cunningham, E. T. The Tesia CoU wmo, 

Halsey, F. A. Slide Valve Gears. .... iimo, 

The Use of the Slide Rules, i Science Series No. 114.I i6mo, 

Worm and Spiral Gearing. (Science Series No. 116.I- .. , . .i6nio, 

Hancook, H. Teilbook of Mechanics and Hydrostatics .... 8vo, 
Hancock, W. C. Refractory Materials. (Metallurgy Series.) (/n Press') 

Hardy, E. Elementary Principles of Graphic Statics .iimo, 

Haring, H. Engineering Law. 

Vol. I. Law of Contract 8to, 

Harper, J. H. HydrauUc Tables on the Flow of Water ifimo, 

Harris, S. M. Practical Topographical Surveying (/ii Press.'', 

Harrison, W. B. The Mechanics' Tool-book iimo. 

Halt, J. W. External Plambing Work 8vo, 

'Hints to Plumbers on Joint Wiping 8vo, 

^Principles of Hot Water Supply 8vo, 

Sanitary Plumbing and Draininge 8vo, 

Hashins, C. H. The Galvanometer and Its Uses t6mn, 

Hatt, J. A. H. The Colorist square iimo, 

Hausbrand, E. Drying by Means of Air and Stoam. Trans, by A. C. 

Wright Iimo, 

- Evaporating, Condensing and Cooling Apparatus. Trans, by A. C. 

Wright 6vo, 



15 00 
•7 50 



'3 SO 

•3 50 

•3 so 
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Ecniniaiiii, £. Telegraph Engineerios. . Sro, *3 00 

Haumer, A. Iflanulacture of Preserved FoodR and Sweetmeats. Iniu. 

by A. Morris and H. Robson 8vo, "3 50 

Hawketwortb, J. Graphical Handbook for Remfoiced Concrete Desifn. 

4(0, 'a 50 

Hay, A. Continuous Current EngineerinE 8vo, *i 50 

Hayes, H. V. Public DtilitieB, Theii Cost New and Depieciation.. ,Sto, *a 00 

Public Otihties, Their Fair Present Value and Return 8vo, •* o3 

Beath, F. H. Chemistry of Photography avo, I In Press.) 

Beatber, H. J. S. Electrical Engioeering Svo, *3 go 

Heaviside, O. Electromagnetic Theory. Vols. I and n 8vo,eacb, *6 ** 

Vol. in 8to, '"> «« 

Heck, R. C. H. The Steam Engine and Turbine Svo, '3 50 

StMun-Eogine and Other Steam Motors. Tvo Volumes. 

Vol. 1. Thermodynamics and the Mechanics Svo, '3 50 

VoL n. Form, CinEtruclion, and Working . Svo, '5 00 

notes on Elementary Kinematics Svo, boards, *r 00 

Graphics of Machine Forces Svo. boards, *t 00 

Heermann, P. Dyers' Materials. Trans, by .A C, Wright umo, 'a 50 

Hellot, MacquerandD'Apligny. Art ot Dyeing Wool, Silk and Cotton. Svo, *i o© 

Henrici, O. Skeleton Structures. Svo, t 50 
Bering, C, and Getman, F. H. Standard Tables of Electro-Chemical 

Equivalents izmo, *i oo 

Bering, D. W. Essentials of Physics for College Students Svo, 't 75 

BeriDg-Shaw, A. Domestic Sanitation and Plumbing. Two Vols. Svo, *5 00 

Hering-Shaw, A. Elementary Science Svo, *a 00 

Bcrington, C, P. Powdered Coal as Fael Svo, 3 00 

Beiimann, G. The Graphical Statics of Hechanlam. Trans, by k. P. 

Smith. lamo, a 00 

L Benfeld, J. Testing of Yams and Textile Fabrica Bvo. 

(JV«f Edition in Preparation.) 

' Bildebiandt, A. Airships, Past and Present sVo, 

Eildenbrand, B. W. Cable-Making. (Science Series No. 3a)....iGmo, a 73 

Hilditch, T. P, A Concise History of Chemistry lamo, *i 50 

Hill, J. W. The Purification of Public Water Supplies. New Edition. 

iln Prrsi.) 

Interpretation of Water Analysis. , (/n Prm.) 

HiU, M. J. M. The Theory of Proportion 8vo, *e 50 

Billhouse. P. A, Ship Stability and Trim Svo, 4 j» 

Biroi. I. Plate Girder Construction. (Science Seriea No. 95.)..tGmo, a 75 

Statically-Indeterminate Stresses .iimo, *i 00 

Eirshfelf, C. F. Engineering Thermodynamics. (Science Series No. 45.) 

i6mo, o 7S 

Hoar, A. The Submarine Torpedo Boat, . lamo, "a oo 

Hiibart, H, H. Heavy Electrical Engineering Svo, '4 50 

Design of Static Transformers lamo, *a 00 

Electricity Svo, 'i 00 

Electric Trains 8vo, 'i so 

- — Electric Propulsion of Ships. 8vj, *j 30 
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Hobait. J. P. Hard Solderine, Soft Soldering and Braiing lamo, ■ 

Hobbs, W. R. P. The ArithioGtic of Electrical Heasuiements iimo, o 75 

Hofi, J. N, Paint and Varnish Facta and Formulaa, iimo, 

Hall, W. The Distribution of Gas 8vo, '8 jo 

HoUey, A. L. Railway Practice folio, 6 00 

Hopkins, N. H. Model Engines and Small Boats iimo, i 15 

Hopkinson, J., Shoolbted, J. N., and Day, S. E. Dynamic Electricity. 

(Science Senea No. 71.) lOmo, o 75 

Horner, J. Practical Ironfounding. 8vo, *i 00 

- — Gear Cutting, in Theory aod Practice 8vo, *3 00 

Hormnian, Roy. How to Hake the Railways Pay For th« Wai 8vo, 3 00 

Houghton, C, E. The Elements of Mechanics of Materials -iimo, *i 00 

Uuuttoun, R. A. Studies in Light Production. , umo, 3 00 

Hovendea, F. Practical Mathematics for Young Engineeis izmo, *t 50 

Howe, 0. Mathematics for the Practical Man iimo, *i aj 

Howorth, J. Repairing and Riveting Glass, China and Earthenware. 

avo, paper, 'o 50 

Hoyt, W. E. Chemistry by Experimentation 8vo, 'o 70 

Hubbard, E. The Dtilization of Wood- waste. 3vo, '250 

Hiibner, J. Bleaching and Dyeing of Vegetable and Fibrous Materials. 

IOut4ine3 of Industrial Chemistry.) 8vo, '5 00 

Hudson, 0. F. lion and Steel. (Outlines of Industrial Chemistry. 1 .8 vo, '1 00 
Humphrey, J. C. W. Metallography of Strain. (Metallurgy Series.) 

Humphreys, A. C. The Business Features of Engineering Practice Jvo. "i a] 

Hunter, A. Bridge Work Bvo. ( In Press.) 

Hurst, G. H. Handbook of the Theory of Color Bvo, '3 50 

Dictionary of Chemicals and Raw Prodncti Sto, '500 

Lubricating Oils, Fals and Greases 8vo, '300 

Soaps 8vo, '6 o* 

Hurst, G. H., and Simmons, W. H. Textile Soaps and Oils Bvo, 3 50 

Hurst, H. E., and Lattey, R. T. TcKt-book of Physics 8vo, '3 00 

Also published in three parts. 

Part I. Dynamic! and Heat 'i •S | 

Part IL Sound and Light 

Part m. Magnetism and Electricity "i 3» 

HutcbinsoD, R. W., Jr. Long Distance Electric Power TmiumiBuon. 



Hutchinson, R. W., Jr., and Thomas, W. A. Electricity in Mining 1 

ihi l-rcs,.) 
Hutchinson, W. B. Patents and How to Make Moner Out of Them. 

Hutton. W. S. The Works' Manager's Handbook Bvo, 

Hyde, E. W. Sksw Arches. (Science Series No. 15.) i6rao, 



•3 



Hyde, F. S. Solvents, Oils, Gums, Waxes 8vo, "i 

Induction Coils. (Science Series No, 53.).. temo, O fj 

Ingham, A, E, Gearing, A oractical treatise Bvo, *a JD 

Ingle, H. Manual of Agricultural Chemistry. ..... Svo (In Prtss.) 
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I, C. H. Problema to SUchine Design . 
It Compressors and Blowing Engines . . . 



Guide lo Ihe DetenniDation of Rocks. Trans, by G. W. 

Pljmpton . I jmo, 

JeU, F. Manufacture of Carbons 8vo, 

Jennings, A. S. Commercial Paints and Painting. (Westminster Series.) 

JeanisoD, F. R. Ihe Manuiactare of Lake Pigment*. .8vd (Ih frrsi.} 

Jepson, G. Cams and the Principles of their Constructloa Bro, 

Hecbanical Drawing Bro l/n Preparalum.) 

Jervis-Smith, F. J, Dynamometers 8vo, 

Jochio, W. Arithmetic of the Gold and Silversmith , iimo, 

Johnson, J. H. Arc Lamps and Accessory Apparatus, ilnstallation 

Manuals Series.) iimo, 

Johnson, T. M. Ship Wiring and Fitting, i Installation Manuals Series.) 

Johnson. W. McA. The MetaUurgy of Nickel . .. l/n Pr-vwrnfm...) 
Johnston, J. F. W., and Cameron, C- Elements of Agricultural Chemistry 

and Geology ..,..,,. . lamo, 

Joly, J. Radioactivity and Geology. iimo, 

Jones, H. C. Electrical Rature of Matter and RidioactlTltjr lamo, 

Hatnre of Solution. . , Bvo, 

m, Hew Ers in Chemistry lamo, 

Ejones, J. H. Tinplate ladustir 8vo, 

Ejones, H. W. Testing Raw Materials Oaed In Paint lamo, 

Jordan, L. C. Practical Railway Spiral iimo, leather, 

Joynson, F. H. Designing and Construction of Machine Gearing 8vo, 
Jliptner, H. F. V. Siderclogy: The Science of Iron Svo, 



PEcpp, O. Alternate Current Machinery. (Science Series No. g6.) 
Kapper, F. Overhead TraasiiiiisiDn Lines ^to] 
Keim, A. W. Prevention of Dampness in Buildings 3vo, 

Keller, S. S. Mathematics for Engineering Students, iimo, half leather. 
and Kaox, W. E. Analytical Geometry and Calculus 

IEelsey, W. R. Continuous-current Dynamos and Motors 8to, 
^erobte, W. T., and Dnderhill, C. R. The Periodic Law and the Hydrogen 
Spectnim, . , -Bvo, paper, 
kemp, J. F. Handbook of Rocks Bvo, 
Kennedy, A. B. W., and Thurston, R. H. Kinematics of Machinei;. 
(Science Series No. 54,1 i6mo, 
Kennedy, A. B. W., Unwin, W. C, and Idell, F. E. Compressed Air. 
(Science Series Ho. ns 1 , . , . ,i6ino, 
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Kenned)', R. Electrical Installatioaa. Five VoIdium i^to, 15 m 

Single Volumes eadi, j {/> 

Flying Machines; Practice and Desigo lamo, '150 

Principles of Aergplane Constmction 8vo, '1 M 

Kennelly, A. E. Electro-djaamic Machinery Bvo, 1 5* 

Kent, W. Stienth of MateriaU. (Science Series No. 41.} lemo, 07; 

Kersbaw, J B. C. Fuel, Water and Gas Analysis 8vo, '1 S« 

Electrometallurgy, i Westminster Series.) . ,....,.. 8to, 'i m 

The Electric Furnace in Iron and Steel Production tamo, 

Electro -Thermal Methods of Iron and Steel Production Bvo, '3 » 

Kinzbrunner, C. Alternate Current Windings . . . . , 870, 'i So 

Continuous Current Armatures , 8»o, '1 S* 

Testing of Alternating Current Machines 8vo, *J W 

Kinier, H., and Waller, K. Theory and Practice of Damask Weaving, 

Kirkaldy, A.. W., and Evana, A. D. History and Economics of 

Transport Bvo, '3 « 

Kirkaldy, W. G. David Kitkaldp's Systen of Mechanical Testing 4(0, 10 w 

Stikbride, J. Engraving for Illustratien .Svo, *i m 

Kirkwood, J. P. Filtration of River Waters 4to, 7 S» 

Kitsi^hke, A. Gas and Oil Engines isms, *i V 

Klein, J. F Design of a High-speed Steam-engiiie Svo, *5 W 

Physical Significance of Entropy Svo, '1 S« 

Eingenberg, G. Large Electric Power Stations 4to, *S M 

Kniglit, R.-Adm. A. M. Modem Seamanship .Svo, *G p 

■ Pocket EditioD iimo, fabrikoid, 3 <* 

Knott, C. G., and Mackay, J. S. Practical Mathematics Svo, 1 5> 

Knox, G, D. Spirit ol the Soil tamo, 'i >5 

Knoi, J. Phygico-Chemical Calculations i»mo, "lis 

. Fixation of Atmospheric Nitrogen. (ChemicftlMoDOsraphs.) .iimi 

Koester, F. Steam -Electric Power Plants 4to, "S «• 

Hydroelectric Developments and Engineering 410, *S e* 
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Rogers, F. Magnetism of Iron Vessels. (Science Series No. .in. > 

Robland, P. Colloidal and Crystalloidal State of Matter. Trans, by 

W. J. Britland and H. E. Potts , uroo, 

Rollinson, C. Alphabet-s Oblong, umo, 

Rose, J. The Pattern -makers' Assistant 8to, 

Key to Engines and Engine -running , , . , . ijmo. 

Rose, T. K. The Precious Metals. IWestminster Series.) Svo, 

Rosenhain, W. Glass Manufacture. (Westminster Series.) . . . Svo. 
. Physical Metallurgy, An lotroduction to. (Metallurgy Series.! 

Both, W. A. Physical Chemistry 8ro| 
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Soiran, T. J. Practical Physic: 

and Well, F. E. Boiler 

Series No. 17.),. - i6mo, 

Roxburgh, W. General Fouadry Practice. (Westminster Secies.) .Bvo, 
Ruhmer, E. Wireless Telephony. Trans, by J. Eiskine-Murray. .Svo, 

KusseU, A. Theory of Electric Cables and Networks 8vo, 

Rust, A. Practical Tables for Mavigatora and Artatorg Bvo, 

Rutley, F, Elements of Mineralogy umo, 



Sandeman, E. A. Notes on the Manufacture of Earthenware. . lamo, 

Sanford, P. G. Nitro-eiplosives 8vo, 

Saunders, C. H. Handbook of Practical Mechanics i6mo, 

leather, 

Sayers, H. M. Brakes for Tram Cars 8«o. 

Scheele, C. W. Chemical Essays 8\-o, 

Scheithauer, W. Shale Oils and Tats ,..B\-o, 

«cheter, R. Casein. Trans, by C. Salter Bv), 

Schidrowitx, P. Rubber, Its Production and Industrial Uses Svc, 

Scfaindler, K. lion and Steel ConstructioD Works .:imo, 

Schmall, C. N. First Course in Analytic Geometry, Plane and Solid. 
I lino, half leather, 

and Shack, S. M, Elements of Plane Geometry iimo, 

Schmeer, L. Flow of Water 8vo, 

Schumann, F. A Manual of Heatiag and Ventilation ismo, leather, 

Schwarz, E. H. L. Causal Geology Bvo, 

Schweiier, V. Distillations of Resins. . . -Bvo, 

Scott, A. H. Reinforced Concrete id Practice uroo, 

Scott, W. W. Qualitative Analysis. A Laboratory Manual. New 
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Standard Methods of Chemical Analysis Svo, 

Scribner, J, H. Engineers' and Hecbanics' Companion, .iGmo, leathet, 
Scudder, H. Electrical Coadoctivity and loniiatiou Constants of 

Ocganii: Compounds 8vo, 

Seamanship, Lectures on jirao, 

Seaile, A. B. Modern Brickmaking Bvo (/» rrrs.; I 

Cement, Concrete and Bricks aro, 

Searle, G. M. ■'Sumneia' Method." Condenaed and IraprOTed. 

(Science Series Ko 114.) i^mo, 

SeatoD, A. E. Manual of Marine Engineering 8vo 

Seaton, A. E., and Rounthwaite, E. M. Pocket-book of Marine Engi- 
neering i6mo, leather. 

Seeli^mann, T.. Torrilhon, G, L., and Palconnet. H. India Rubber and 

Gutta Percha. Trans, by J. G, Mcintosh Bvo, 

Seidell, A. Solubilities of Inorganic and Organic Substances... Svo, 

Seligman, R. Aluminum. (Metallurgy Seriefl.) [In Press.) 

Sellew. W. H. Sleet Hails 4to, 

- Railway Maintenance Engineering ,, , , .lamo, 

Iter. G. Outlines of Physical Chemistiy ■ limn, 

■ Text-book of Inorpanic Chemistry lamo. 

Sever, G. F. Electric Engineering Ezperineati .8vo, boards. 

Sever, G. F., and Townsend, F. Laboratory and Factory Teats in Elec- 
trical Engineering Bvo, 
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Sewall, C. H. Wtrelesa TeltEraphy 8vo, 

Lessons in Telegraphy iimo, 

Sewell, T. The Construction of Dynamos 8to, 

Sezlon, A. H. Fuel and Refractory MaCeriaU timo, 

— —Chemistry of the Materials of Engineering iimo, 

Alloys (Mon-FerrousI 8»0, 

SeitoQ, A. H., and Primrose, J. S. G. The Metallurgy of Iron and Steel. 

8vo, 

Seymour, A. Modern Printing Inks Svo, 

Sbaw, Henry S. H. Mechanical Integiatora. (Science Series No. 83.) 

i-jma, 

Shaw, S. History of the Staffordshire Potteries Svo, 

Chemistry of Compounds Used in Porcelain Manufacture 8va, 

Staaw, T. R. Driving of Machine Tools iimo, 

Precision Grinding Machines i:nio, 

Shaw, W. N. Forecasting Weather Bvo, 

Shetdoii. S., and Hausmann, E, Direct Current Machines iiroo, 

Alternating Current Machines iimo, 

Sheldon, S,, and Hausmann, E. Electric Traction and Transmissioa 

Engineering tamo, 

Physical Laboratory Experiments, for Engineering Students Bvo, 

Shurria, F. F. Oil Merchants' Manual aud Oil Trade Ready Reckoner, 

Shields, J. E. Notes on Engineering Construction i imo, 

Shreve, S. H. Strength of Bridges and Roofs Svo, 

Shunk, W. F. The Field Engineer i2ino, fabrikoid, 

Simmnos, W. H., and Appleton, H, A. Handbook of Soap Manufacture, 

9/0, 
Simmons, W. H., and Mitchell, C. A. Edible Fats and Oils. ...Svo, 

Simpson, G. The Naval Constructor iimo, fabrikoid, 

Simpson, W. Foundations Svo. {In P/---j.i.) 

Smclair, A. Developmeint of the Locomotive Engine. . 8vo, half leather, 
Sindalt, R. W. Manufacture of Paper. (Westminster Series. I . . , .8vo. 
Sindall, R. W., and Bacon, W. N. The Testing of Wood Pulp . 8»o, 

Sloane, T. O'C. Elementary Electrical Calculations umo, 

Smallwood. J. C. Mechanical Laboratory Methods. (Van Nostrand's 

Textbooks. ) , iimo, fabrikoid. 

Smith, C, A. M. Handbook of Testing, MATERIALS .8vo, 

Smith, C. A. M., and Warren, A. G. New Sleani Tables *. ,8vo. 

Smith, C. F. Practical Alternating Currents and Testing 8vo, 

Practical Testing of Dynamos and Motors 8vo, 

Smith, F. E. Handbook of Genersi Ir-trifloa fot Mechanics iiino. 
Smith, G. C. Trinitrotoluenes and Mono- and Dinitrotoluenes, Their 

Manufarture and Pronerties. , iimo. 

Smith, H. r-. Minerals and the Microscope iimo, 

Smith, I. r Mnnufscture of Paint. Bvo, 

Smith. R. H Ptincioles of Machine Work nmo, 

- — Advanced Machine W"rV umo, 

Smith, W. Ch''mi<trv of H.it Manufacturing iimo, 

Snell, A. T. Fl^rtric Mr.ti»P poi^er 8to, 

Snow, W. G. Pocketbonh of Sf "sm Hratini' "nd VtI ilation. (Tn Pr^m.) 
Snow, W. G., and Nolan, T. Ventilation of Buildings. fSdence Series 

No t-> ifima, 

Soddy. F. Radioactivitr 8to, 
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SolomoD, U. Electric Lamps. (Westminster Series.) 8to, *a oo 

Somerscales, A. N. Mechanics for Hanne Engineer! iimo, 'a oo 

HechAnicBl and Marine Engineering Science 8vo, '5 00 

So the rn, J. W. The Marine Steam Turbine 8 so, "12 50 

Verbal Notes and Sketches for Marine Engineers . , .6vo, "11 s" 

Sothern, J. W.. and Sothern, B. M. Elementary Mathematics for 

Marine Engioeeis , . umo, 't 50 

Simple Problems in Marine Engineering Design.. , . iimo, 

Souatet, E. G. W, Design of Factory and Industrial Building! . ,Bvu, 4 00 
Southcombe, J. E. Chemistry of the Oil Industries (Outlines of In- 
dustrial Chemistry.) 8vo, *3 00 

Soxhiet, D. H. Dyeing and Staining Harbie. Trans, by A. Morris and 

H. Robson Bvj, '2 50 

Spangenburg, L. Fatigue of Metals, Translated by S. H. Shreve. 

( Science Series Ho. 13. ) :6mo, o 75 

Specht, G. ]., Hardy, A. S., McMaster, J. B., and Walling. Topographical 

Surveyint;. I Science Series Mo. 73.) . iiiraa, 75 

Spencer, A. S, Design of Steel-Framed Sheds 8vo, *3 5° 

Speyers, C. L. Test-book of Physical Chemistry Bvo, •! 50 

Spiegel, L. Chemical Constitution and Physiological Action. ( Trans. 

by C. Luedekitig and A. C. Boylston.) iimo, "i 15 

Sprague, E. H. Hydraulics itmo, 1 co 

Elements of Graphic Statics .Bvo, i co 

Stability of Masonry Mrao, a ca 

Elementary Mathematics for Engineers lamo, a 00 

Stability of Arches, ;?.mo, 9 00 

Strength of Structural Elements timo, a 00 

Moving Loads by Influence Lines and Other Methods iimo, a oo 

Stahl, A. W. Transmission of Power. (Science Series No. iS.) . i6mo, 

Stahl, A. W,, and Woods, A. T. Elementary Mechanism iimo, *3 00 

Staley, C, and Pierson, G. S. The Separate System of Sewerage. , , 8vo, *3 00 

Standage, H. C. Leatherworker^ Manual Svo, 'j 50 

-^Sealing Waxes, Wafers, and Other Adhealvea -Bvo, "a Jo 

— — Agglutinants of all Kind; for all Purposea iiroo, *4 50 

Stanley, H. Practical Applied Physics (In Press.) 

Stansbie, J. H. Iron and Steel. (Westminster Series.) 8to, *1 oo 

Sleadman, F. M. Unit Photography lamo, "a 00 

Slecher, G. E. Cork. Its Origin and Industrial Daes lamo, 1 00 

St-?inheil, A., and Voit, E. Applied Optics 8vo, J 00 

Steinman, D. B. Suspension Bridges and Cantilevers. (Science Series 

No. 117- 1 o 75 

Melan'a Steel Arches and Suspension Bridges Bvo, '3 00 

Stevens, E. J. Field Telephones and Telegraphs i ao 

Stevens. H. P. Paper Mill Chemist i6mo ([» Press.) 

Stevens, J. S. Theory of Measurements... .iirno, •■ as 

Stevenson, J. L. Blast-Fumace Calculations .lamo, leather, "a 00 

Stewart, G. Modern Steam Traps umo. 'i 75 

Stiles, A. Tables for Field Engineers umo, i 00 

Stodola, A. Steam Turbines. Trans, by L. C. Loewenstein ..Bvo, '5 00 

Stone, H. The Timbers of Commerce Svo, 3 50 

Stopes, M. Ancient Plants ," , . . .8vo, 'i 00 

The Study of Plant Life Svo, 'a 00 

Sudborough.J. J.,andJanies,T.C. Practical Oi^anic ChemiBtTy..i3mo, *a 00 

Suffling, £. R. Treatise on the Art of Glass Fainting Svo, *j 50 
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Sullivan, T. V., and Underwood, K. Testing and Valuation of Build- 
ing and EnEineering Materials , (/ir Press.) 

Sur, F. J. S. Oil Prospecting and Extracting Bto, ' 

Svenson, C. L, HardboGit on Piping. 8vo, 

Essentials of Drafting . , 8vo, 

Swan, K. Patents, Designs and Trade Marks. (Westminster Series.]. 

8vo, • 
Swinburne, J., Wordingham, C. H., and Martin, T. C. Electric Currents. 

I Science Series No. 109. ) . , terns, 

Swoope, C. W. Lessons in Practical Electricity lamo, * 



Tailfer, L. Bleachiug Liueu and Coltaa Yarn and Fabrics 9vo, 

Tate, J. S. Surcharged and Different Forms of RetAuUne- walls. (Science 

Series No. 7.> . , lemo, 

Taylor, F. M. Small Water Supplies lamo, 

fiLBSoory in Civil iCngiBeenDg ..,8to, 

Templeton, W. Practical Mechanic's Workshop Companion. 



Tenney, E. H. Test Methods for Steam Power Plants. (Van 

Nostrand'a Textbooks. 1 iimo, 'a je 

Terry, H.L. India Rubber and its Manufacture. (Westminster Series.) 

8vo, "a M 
Iliayer, H. S. Structural Design. 8vo. 

Vol. I. Elements of Stnicturat DcBign *j M 

Vol, n. Design of Simple Structures ■* « 

Vol. in. Design of Advanced Structures [/n Preparation.) 

Foundations and Masonry (In PreparalioM.) 

Thiess, J. B., and Joy, G. A. Toll Telephone Practice 8»o, '3 J 

Thom, C, and Jones, W. H. Telegraphic Connections.. . .oblong, umo, 1 s< 

Tbomas, C. W. Paper-makers' Handbook i/n Press.) 

Thomas, J. B. Strength of Ships 8to, i ji 

Thomas, Robt. G. Applied Calculus iimo (In Press.) 

Thompson, A. B. Oil Fields of Russia . .410, •? $ 

Oil Field Development 75 

Thompson, S. P. Dynamo Electric Machines. (Science Series No. 7$.) 

Thompson, W. P, Handbook of Patent Law of All Cotmtries .... 161110, t $ 

Thomson. G. Modem Sanitary Engineering. iimo, *3 

Thomson, G. S. Milk and Cream Testing ...izmo, *i * 

- — Modem Sanitary Engineering, House Drainage, etc 8»o, *^ e 

Thotnley, T. Cotton Combing Machines... .8vo, 'j j» 

— Cotton Waste 8vo, 'j ja 

Cotton Spinnkig. 8vo. 

First Year 

Second Year "j j 

Third Year " 

Thurso, J. W. Modem Turbine Practice . 8to, "4 a 

Tidy. C. Meymott. Treatment of Sewage. (Science Series No. 04.) 

Tillmans, J. Water Purification and Sewage Disposal. Trans, by 

Hugh S. Taylor Byo, 

Tinney, W. H. Gold-mining Machinery . 8to. 

Titherley, A. W. Laboratory Coiuse of Organic Chemistry. . 8vo, 



D VAN NQSTRAND CO.'S SHORT TITLE CATALOti 


29 


Tizard, H. T. Indicators ..(In Tr^w.) 


•.00 " 


Toch, M. Chemistry and Technology of Paints , . . . Svo, 


Maierials for Peraianent Painting iimo, 




Tod, J., and McGibbon. W. C. Hanoe EngiDeers' Board of Trade 




Examinations Svo, 


■3 M 


Todd, J^ and Whall. W. B. Ptactical Seamanship 8vo, 


8 00 


Tonge. J. Coai. Westminster Series, i . 8to, 


•a 00 


Townsead, F. Alteraating Current Engmeering Svo, boards. 


•0 7S 


Townsend, J. S, loniiation of Gaaes by Collision Bvo, 


•l as 


Transactions of the American Institute of Chemical Enginesrs, 8bo. 




Vol. I, to X., iguS-igij Svo, each, 


<S 00 


Traverse Tables, i Science Series No. 1 15. 1 i6mo, 


75 


Tieiber, E. Foundry Machinery. Trans, by C. Salter - imo, 


1 00 


Trinka, W., and Housum, C. Shaft Gosrernors. (Science Series No. 111.) 




i6mo. 


75 


Trowbridge, W, P. Turbine Wheels. (Science Series No. 44.)..i6(no, 


75 


Tucker, J. H. A Manual of Sugar Analy5is 870, 


3 50 


Tuiuier, P. A. Treatise on Roll-turning. Trans, by J. B. Peatse. 




Svo, •.ext and fotio atlas. 


10 00 


Ttunbull, Jr., J., and Robinson. S. W A Treatise on -Jie Compound 




Steam-engine. (Science Ser et No. 8.) i6mo, 


75 


Turner, H. Worsted Spinners' Handboak . . ..umo, 


•3 » 


Turrill, S. M. Elementary Course in Perspective iimo, 


•i iS 


Twyford, H. B. Purchasing Bvo, 


•3 00 


Storing, Its Economic Aspects and Proper Methods Bvo, 


3 so 






Underwood, N.. and Sullivan, T. V. Chemistry and Technology of 


1 00 


Printing Inks Svo. 


*3 00 


Drquhart, J. W Electro-plating lamo, 


X 00 


Electrotyping iMno, 


1 00 


nabonie, P. 0. G. Design of Simple Steel Bridges Svo, 


•4 00 


Vacher. F. Pood Inspector's Handbook iimo, 




Tan Nostrand's Chemical Annual. Fouttb issue igiB fabrikoid, iimo. 


•3 00 


Year Book of Mechanical Engineering Data (In IWst.) 




Van Wagcnen, T. F. Manual of Hydraulic Mining i6nio, 


I 00 


Vega. Baron Von. Logarithmic Tables Svo, 


2 SO 




-'to ^m 


Volk, C. Haulage "nd Windins: Apnlimces .. Svo, 


*4 00 M 


Ton Georgievics, G, Chemical Technolo-^ of TeiUle Fibres. Trins. 




by C. Sailer Svo, 




Chemistry of Dyestufis. Trans bv C. S-'ler Bvo. 


1 


CWnr l-dilioH in I'refinmlianA | 


. Voie, G. L. Graphic Method for Solving Certain Ouestiona in Arithmetic 


■ 


and Alvebra. (Science Series No. 16.) ifimo. 


075 1 


Toflmaer, A. Oxone . . . . . . . - Bvo, 


iJ 
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D. Van Nostrand Company 


are prepared to supply, either from 

their complete stock or at 

short notice, 

Any Technical or 

Scientific Book 

In addition to publishing a very large 
and varied number of Scientific and 
Engineering Books D. Van Nostrand 
Company have on hand the largest 
assortment in the United States of such 
books issued by American and foreign 
publishers. 


AH inquiries are cheerfully and care- 
fully answered and complete catalogs 
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